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Truck Corps Needs 
Management by Oil 


CLEVELAND — Oil’s 


nt behind U. S. Truck Conserva- 


manage- 


Corps means two things: suc- 
truck life; 


retail 


s in stretching vital 


surance for maintaining a 


s organization during wartime. 
ODT’s Robert S. Williams explains 
ed at largest-attended corps meet- 
Aug. 7. 


series here Page 24. 


Capital Attention 
Centers on Rubber 


WASHINGTON 


{ rubber 


Investigation 
situation by the Baruch 
following 
veto of Gil- 
bill. Rep. Hart- 


mittee commences 
Roosevelt's 


“alkv-rubber” 


resident 


N | scores RFC’s Rubber Re- 
r “serious delay”, Fitzgerald 
urges nationwide gaso- 

ning to save rubber. NPN 
Who’s Who” on rubber at 

ton. Page 6. Synthetic rub- 
spiracy” is charged by Tex- 

at’ Senate patents committee 
Jersey Standard answers 


meal campaign” charge. 


Switch-to-Coal Drive 


WASHTINGTON Co- 
Ickes, concluding public 


Petroleum 


seriousness of fuel 
than 12 
East 
hed to coal since Jan. 1 
Page S. 


ire of 
clis« lose S less 


oil-heated homes in 
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On Who's the Boss Over Oil 


WASHINGTON—Fed up with the OPC-WPB-ODT-OPA tug-of- 


war and general confusion over the question of who has authority to 


run the oil industry during the war, Petroleum Coordinator Ickes has 


gone to the White House for a showdown and has asked for full 


power and authority for his OPC. 


Since he has responsibility for the 


oil industry’s war effort, the OPC chief doesn't like being elbowed 


around on vital matters like gasoline and fuel oil rationing; doesn't 


like the halters which say he can only “recommend”. 


> 


Page 3. 





BULLETINS 


GASOLINE RATIONING 


WASHINGTON — Gasoline ra- 
tioned area was extended officially 
today to include seven western New 
York counties, effective Aug. 22. 


OPA said Amendment No. 6 to 
ration regulations, extending the 
rationed area westward, provided 
for both basic and supplemental 
rations to begin Aug. 13 and set 
Aug. 22 and 24 as the dates on 
which gasoline retailers shall reg- 
ister with local boards. 


OPA said that the WPB rationing 
Directive 1-H has also been amend- 
ed to bring the New York counties 
into the area. 

The counties are Erie, Genesee, 
Livingston, Monroe, Niagara, New 
Orleans and Wyoming. 


* * * 


MILEAGE CONTROL PLAN 


WASHINGTON—An alternate to 
nationwide gasoline rationing to 
save tires has been recommended 
to President Roosevelt by ODT. 

Plan suggests control of mileage 
by a licensing system, backed by 
periodic reports on speedometer 
readings. 


Motorists would be required to 
maintain their cars in good condi- 
tion as a prerequisite to obtaining 
gasoline and rubber replacements 
sufficient to provide them with 
“necessary” transportation. 


A basic mileage of about 100 
miles a month would be allowed, 
plus added mileage for driving to 
work, school, church and making 
other essential trips. 

Still another alternative discussed 
is direct government operation of 
all passenger vehicles 


‘Quick’ Refinery 
Program Yields 
8 War Products 


WASHINGTON—“Quick” 


diene is only one of eight wartime 


buta- 


products involved in the “quick” re- 


finery program to produce war prod- 


ucts from existing facilities. Re- 
sults of Baruch committee investi- 
gation may determine how much 


farther the “quick” program will 


be expanded. Page 15. 
] { 


Protect Resellers, 
Independents Told 


WASHINGTON—Price 


trator 


Adminis- 
Henderson, announcing 
“pool” members have worked out 
plan to repay their resellers caught 


with high-cost inventories when 
eastern prices were cut, calls upon 
non-pool members who have “en- 
joved abnormal profits” to divvy up 


with their resellers, too. Page 5. 





Oil Renews Battle 
To Keep Depletion 


WASHINGTON — Oil industry, 
successful in the lower House, takes 
its case for continued depletion al- 
lowance to Senate finance commit- 
tee to 
ment’s renewed attack. Former Ok- 


answer Treasury Depart- 


lahoma Senator Gore opens. testi- 
mony, urging retention of allow- 
ance to “maintain oil well birth 
rate”. Page 18. 





= =P / 
\ 


perro 
Ickes Calls for a Showdown *—NEWS-B 











A= eS 


7 





IEFS 


Oil men criticize Huff equipment 
control plan. Page 3. 


o * + 
Davies sees possibility of Mid- 
West rationing. Page 5. 
* 7 


Gulf refiners report decrease in 
‘gas’ stocks. Page 15. 


* * + 


OPA studies coupon 
plan for fuel oil. Page 9. 


rationing 


* * . 


Price ceilings hold even if busi- 
ness changes hands. Page 9. 


OPC organizational chart shows 
set up. Page 9, 10, 11. 


Joseph Moorhead dies in Wash- 
ington. Page 4. 


Louisiana station closing petition 
dismissed. Page 3. 


* * * 
Construction progresses on Tex- 
as-Illinois pipeline. Page 28. 
* . * 


Rail haul to East drops to 784,350 
b/d. Page 28. 


. * * 


Davies hits some states for non- 


compliance with quotas. Page 20. 
- 7 * 
Wells in Arkansas’ Smackover 


field to be plugged back. Page 20. 


. * * 


Members of ODT regional truck 
advisory groups named. Page 30. 
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NPN’s Cashingten AMrectory of Oil Agency Headquarters 





Following is a >artial list and directory of governmental agencies in Washing 
dealing with matters affecting the oil industry: (List is as accurate .as possibl 
is only tentative as room and phone numbers are constantly changing 
Abbreviations code: Rm for room; Ex for phone extension. 


Office of Petroleum Co-ordinator 
rior Department (New Building) 18th and C. Sts., N. W., Phone REpublic 1820 


Receptionist 

Mrs. Rosalie E. Reid, Rm 6635, Ex 3429-4820. 
Co-ordinator 

Harold L. Ickes, Rm 6156, Ex 5000 


Deputy Co-ordinator 
Ralph K. Davies, Rm 6654, Ex 3531 
Assistant Deputy Co-ordinators 
Robert E. Allen, Rm 6647, Ex 4401 
Everett Lee De Golyer, Rm 7516, Ex 445° 
Bruce Brown, Km 6644, Ex 2066. 


Special Assistants 

Dr. John W. Frey, Rm 4345, Ex 4272. 

Howard T. Mather, Rm 5626, Ex 4626. 

J. Elmer Thomas, Km 17442, Ex 4735. 

Elmer ©. Batzell, priorities allocation, Rm 6070, Ex 2151 
Executive Officer 

Stanley W. Crosthwait, Km 6415, Ex 4363 
WPB Priority Consultant 

Robert 8. ‘shirk, chief priority specialist, Rm 7340-42. Ex 4616-17 


Information Division 
sordon Sessions, director, Rm 7515, Ex “446 
a 


Herbert A. Yocom, assistant director, Rm 751 Ex 3844, 4650-3844 


Facility Security Division 
W. DO. Mason, director, Rm 3641, Ex 4172. 
Foreign Division 
James T. Duce. Rm 4442-40, Ex 4417-4863 
Wm. D. Crampton, associate director, Rm 4448, Ex 4788 
C. S. Snodgrass, associate director, Rm 4450, Ex 2968 
Walter R. Lange, tanker co-ordinating expert, Tanker Co-ordinating Board 
R 7512, Ex 4744-44387 
Legal Division 
}. Howard Marshall. chiet counsel, Rm 6649, Ex 4100 
Robert E. Friedman, associate chief counsel, Rm 6424. Ex 668 
David M. Hudson, associate chief counsel, Km 6422, Ex 793 
George A. Wilson, principal attorney, Rm 6642, Ex 4898 


Marketing Division 
Robert T. Collier, director, Km 4257, Ex 4646-7 
Paul A. Best, assistant director, Rm 4255, Ex 3518 
Joseph H. Ellender, principal marketing analyst, Rm 4256, Ex 4434 
D. C. Arnold, chief of asphalt section, Rm 4244. Ex 2787 
Ned F. Foulds, chiet of fuel oils section, Rm 4257, Ex 4797. 
Howard C. Cooper, chief of lube oils and miscellaneous products, Rm 4247 
I $313 
Materials Division 
Greer W. Orton, director, Km 7314, Ex 4585 
Natural Gas and Natural Gasoline Division 
. Holley Poe, director, Km 7423, Ex 4860 
Paul M. Raigorodsky, assistant director, Rm 7423. E 
James E. Pew, chiet of natural gasoline section, Rm 7424, 
Charles E. Webber, natural gasoline section, Rm 7424, Ex 4871. 
Robert W. Ducker, chief of natural gas section, Rm $26, Ex 2524 
Thomas R. Weymouth, consultant, natural gas section, Rm 7426, Ex 2524 


4774-2059 
Ex 4871 


-~}l9.)7 


Petroleum Supply Division 
Robert Lee Minckler, director, Km 7452, Ex 4834 
R. C. Sauer, assistant director, Rm 7450, Ex 2083 
Production Division 
Donald R. Knowlton, Km 7410, Ex 4861. 
Ralph J. Schilthuis. assistant director, Rm 7410, Ex 2907-4689. 
Refining Division 
Phillip M. Robinson, acting director, Rm 6642, Ex 4786-87 
Robert B. Cragin, assistant director, Rm 3218, Ex 3237. 
Douglas P. Bailey, chief of operations section, Rm 3213, Ex 4877. 
Max B. Miller, chief ecuipment procurement section. Rm 7443. Ex 
George Parkhurst. chief of facilities section, Rm 3229. Ex 3941-32 
Research Division 
Edward B. Swanson, director. Rey 7315, Ex 649 
Oliver S. Ambrose, assistant director, Rm 7317, Ex 4777 


1560 
> 
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Division of Reserves 
Wm. B. Heroy, director, Km 7516, Ex 4459 
Transportation Division 
Maj. J. R. Parten, director, Km 6629, Ex 4418-3329 
W. E. Kinsolving, associate director, Rm 6629, Ex 3557 
Lee R. Cowles, assistant director, Rm 6620, Ex 3658. 
Donald A. Sears, chief of pipeline section, Km 6624, Ex 4833 
Boyd Wilson, chief of rail transportation section, Rm 6623, Ex 4626 
S. D. Archbold, chiet of inland waterways section, Rm 6622, E 
Arch Turner, chief of motor transportation section, Rm 6619, F 
Liaison 
Gen. Walter B. Pyron 
tison agent between Army Devartment and OPC, Phone KE 6700, Ex 6044 
O62. Munitions Bldg... Constitution Ave. between 19th and 21st Sts 





War Production Board 


Petroleum Machinery section, Special Industry Machinery Branch —Temporarys Bide 
E. 5th Wing—Third Floor, Phone REpublic 7500, Ex 3441 
A. E. Collins, chief, Ex 5741. 
John W. Choates, refinery equipment, Ex 72615 
William L. Clark, production machinery, Ex 72615 
E. B. Miller, production and refining equipment, Ex 5751 
M. A. Willner, production and transportation, Ex 72615 
Oil section—New Social Security Bldg... Rm 4613, Phone REpublic 7500 
Dr. Walter Whitman, petroleum consultant, Rm 3082, Railroad Retirement 
Bldg., 4th & C St., S. W., Ex 6310 
C. C. Monrad, assistant, Rm 3090 Railroad Retirement Bldg., 4th & C St 
SW., Ex 2983. 
Rubber Co-ordinator 
Arthur B. Newhall, Km 2300, Ex 4695 
Liaison, WPB-OPC-RFC 
R. Otis McClintock, Rm 5193 A, Ex T1181 


Office of Price Administration 


femporary D Bldg., 4th and Independence Ave., Phone REpublic 7500 
Leon Henderson, administrator, Rm 46, Ex 5586 
Dr. J. K. Galbraith, staff deputy administrator, Rm 5131-B (Census Bldg 
2nd & D St., S. W.), Ex 5203 
Dr. George W. Stocking, assistant administrator, fuel division, Km 245, Fx 
72519 
Page Keeton, chief counsel, fuel division, Km 1604, Ex 9335 
Michael Soel, administrative officer petroleum section, Km 236, Ex 
Seorge Doffing, price executive of petroleum section, Rm 236. Ex 3 
loseph H. Salmon, associate price executive, Km 2530, Ex 3376 
Robert Collacott, head of refined products unit, Km 2705, Ex 6636 
Edward W. Doherty, chief, economic analvsis unit, Rm 2721, Ex 6370 
Peter Jensen, business specialist on lubes, fuel oils, asphalt, Rm 2709, Ex 4916 
Leo Van Herpe, chief of fuel section accounting division, Rm 2215, Ex 5539 
Watson B. Joyes, consultant in crude oil unit, Rm 2717. Ex 4408 
Joel Dean, handling gasoline rationing plans, Rm 254, Ex 73411 


y 
3 5389 
388 


U. S. Tariff Commission 


7th and F st., N. W., Phone NAtional 3947 
Petroleum Accounting Section 
Kenneth L. Stone, chief, Rm 155, Ex 125 


Office of Defense Transportation 


Interstate Scommerce Commission Bldg., Constitution Ave., & 7Sth St... No. W. 
Phone REpublic 7500. 
Joseph B. Eastman, ‘lirector, Rm 3136, Ex 3527 
Fayette B. Dow, assistant on pipelines, tank cars, tankers and trucks, Rm 
5132, Ex 73207. 
J. G. Scott, counsel, Km 3418, Ex 2460 


Motor Transport Division 





lohn L. Rogers, ilirector, Rm 4211, Ex 2297 

Sam F. Niness, chief of vetroleum carrier section, Rm 4221, Labor Bldg. By 
6351 

V. T. Cumming, chief of vehicle maintenance section, Km 4215, Labor Bldg 
Ex 72731. 

T. L. Preble, consultant, vehicle maintenance section, Rm 4215, Labor Bldg 
Ex 72775. 

R. D. Thomas, chief of tire maintenance section, Km 4209, Labor Bldg.. Ex 
71446 

H. H. Kelly, chief of allocation and materials section, Rm 4311 ‘Labor Ky 
73027. 


Leon F. Banigan, assistant ‘o Kelly, Rm 4311. Labor Bldg... Ex 73027 


Congress 


Congressional Oil Investigating Committee 
Rep. Wm. J. Cole Ir., chairman, New House Office Bldg... Rm 1535, Ex 699 
Senate Oil Shortage Investigating Committee 
sen. Francis Maloney, chairman, Senate Office Bldg.. Room 354. Ex 1196 
Phone NAtional 3120 


Petroleum Industry War Council 


Wilham RK. Boyd, Jr., chairman, Km 919, Commonwealth Bldg., 1625 kK St 
N.W. Phone District 2820 Allan H. Hand, secretary-treasurer 


U. S. Maritime Commission 


Commerce Department, Phone REvublic 6620 
B. Jennings, director of tanker operations, War Shipping Administration 
Rm 4309, Ex 87, 8&8, 89 
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Dr. Per K. Frolich... Aan 


Directs Jersey Standard’s Research in Rubber eac 





De. 
@ Dr. Per K. Frolich was in character when he mixed a part in the development of synthetic rubber from petroleum, ry 
little of this and some more of that and out of a smok was born in Christiansand, Norway, and is a_ naturalized 
ing array of laboratory retorts drew forth a mass of synthetic American citizen. He was graduated as a Bachelor of Sci 
rubber before a large audience of wide-eyed congressmen in ence from the Norway Institute of Technology, and came , 
. : : P , , . DY 
the House Caucus Room a few weeks ago. to the U. S. in 1922 as an American-Scandinavian Fellow to 
\ 
study at the Massachusetts Institute of Technology, where he ; 
As director of the chemical laboratories of the Standard ap ” 
; ier took his Master of Science and Doctor of Science degrees with O] 
Oil Development Co., Dr. Frolich has been in charge of the 
, in two years. he 
vast amount of chemical research which has resulted in ee = 
Dr. Frolich was on the teaching stafl at M.1.T. and was on 
many improvements in the Buna rubbers and in the develop ee 
ee ~ also a research assistant from 1923 to 1929, when he re 
ment of Butyl rubber, which was born in “the Jersey's” lab : 
ae signed to accept the post he now holds. He is president be 
oratories at Bayway, N. J.. under his supervision. ; ; ee 
elect of the American Chemical Society and has contributed sha 
This Doctor of Science, who has played a conspicuous many scientific papers to technical and scientific journals. em 
f 
{101 
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. YT 7. r * . ~ Sa T . rs 
> NATIONAL PETROLEUM NEW A 








» 











INA 





| PETROLEUM NEWS 





VOLUME 34 WEDNESDAY, 


AUGUST 12, 


1942 


NUMBER 32 





Ickes Asks Showdown 
On Who's Boss of Oil 


By A. M. Petty, NPN News Editor 

WASHINGTON—Coordinator Ickes wants a showdown on 
who is going to run the oil industry for duration of the war. 

Will it be Ickes or the WPB-ODT-OPA war agencies—or a 
confused combination of all, as at present? 

That question has been presented to the White House for 
answer. 

Mr. Ickes has asked President Roosevelt for full power and 
wthority to handle all angles of the oil industry’s functioning 
during the war. 

And if Mr. Ickes doesn’t get that power, he may step aside 
ind let some other agency or group take over oil. 

NPN hasn’t discussed this with Mr. Ickes. But, knowing the 
ickes temperament, it is easy to imagine his reactions to what's 


going on, the talk that’s going around. 


Ickes Is Tired of It All 

Mr. Ickes is tired of other government agencies edging into 
the oil picture, overlapping OPC’s activities. He doesn’t like be- 
ing elbowed out on vital oil matters—gasoline rationing, now 
fuel oil; maybe oil transportation next. He’s tired of OPC’s advice 
being ignored on oil prices. Yet the oil industry's war effort is 
still Mr. Ickes’ responsibility. He gets the blame, seldom any 
credit. 

There has been sniping at Mr. Ickes from behind-the-scenes, 
specially by OPA. 

Mr. Ickes is supposed to be coordinating the oil industry. 
And he and his OPC have done a marvelous job, backed by 
wholehearted cooperation from the industry. His OPC is staffed 
with practical experts on every phase of oil operations. And 
each is outstanding in his line. 

But does Mr. Ickes get any credit for this from his New 
Deal confreres? No, they hint that he has left the fold, is indus- 
rv-dominated 


Can Only Recommend Action 


Other war agencies control other industries by orders, backed 
vy “war law”. OPC’s coordination is on a voluntary basis, most- 
When OPC needs an order 

implement its policies, Mr. Ickes must “recommend” that WPB, 
ODT, OPA or some other agency issue an appropriate order (and 


lv. Mr. Ickes can only recommend. 


e must accept any conditions the issuing agency wants to tack 

For example, Mr. Ickes can recommend that more tank cars 
diverted to East Coast war service. But he can’t say who 
shall use the cars, where or how. Nor can he require that east- 
m marketers share the inshipments according to their percentage 
t the market. 
tion if he ships to any supplier in the East, even though the latter's 
tanks may be nearly full. 


A western refinery complies with the recommenda- 
Mr. Ickes’ sole authority stems from the May 28, 1941, let- 
(Continued on page 12) 
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Sunday Closing Law 
Suit Dismissed 
Special to NPN 
NEW ORLEANS—A petition for 
an injunction against enforcement of 
the Louisiana Sunday service station 
closing law was dismissed in the 
New Orleans District Court on Aug. 
8 by Judge Harold Moise. This is 
the only suit brought against the law 
in New Orleans up to this time, and 
compliance with Sunday closing 
seemed general throughout the state. 
According to James J. Kohlman, 
attorney for the service station as- 
sociation, not a pump was working in 
New Orleans this past Sunday, and 
the only exceptions outside the city 
were in Parish, where 
numerous violations occurred, and in 
Caddo _ Parish. 


Jefferson 


Shreveport Restrained 


A group of 5 Shreveport garages 
obtained a_ restraining order, and 
Shreveport is now the only place out- 
side the area. Mr. 


Kohlman intends to go there to file 


enforcement 


an intervention on behalf of the as- 


sociation, which includes approxi- 
mately 85% of all Louisiana service 
stations, and a meeting of the group 
on Aug. 12 will decide whether 
charges are to be filed against the 


Jefferson Parish violators. 


Oil Industry to Promote 


Fuel Oil Conservation 
NPN News Bureau 

NEW YORK—A series of letters 
and publicity pieces will be sent the 
1,350,000 oil burner users and con- 
sumers of kerosine and heating oil 
along the Eastern Seaboard during 
the next weeks and up to Sept. 15 
when light fuel deliveries may be 
resumed. Publicity campaign was 
announced by John A. Brown, Dis- 
trict 1 general committee chairman, 
and is to be conducted by petroleum 
industry to impress consumers with 
the need for fuel conservation. 

Immediate steps to be urged in the 
program are: 

That oil burners be checked and 
put in condition to operate at peak 
efficiency; 

That insulation and storm window 
equipment be put in first-class con- 
dition; 

That oil burner users convert to 
substitute fuel 
grates are available and conversion 


coal or a where 


can be made without undue expense. 


Industry Hits 
Control Plan 
On Equipment 


NPN News Bureau 
CLEVELAND — Almost univer- 
sal objections are cropping out 
throughout the oil industry to OPC’s 
proposed equipment inventory and 
redistribution control plan as. sub- 
mitted and explained by W. F. Huff 
of OPC, who has completed a cir- 
cuit of various district meetings of 
vil men to lay the plan before them. 
A subcommittee of Kansas and 
Oklahoma oil men, principally in- 
dependent operators, has drawn up 
a substitute plan, which is now be- 
tore the full committee. 


At least one other western dis- 
trict as a whole has registered ob- 
jections to the original plan in com- 
munications with OPC. 

Principally, oil men’s objections 
to the so-called “Huff plan” center 
on its complexity. Many oil men 
admit some sort of pooling arrange- 
worked out for 
larger items of critical equipment. 
But they point out that if the man- 
hours involved in compiling a de- 


ment should be 


tailed inventory exceed the value 
of such compilation, the national 
served. Al- 


ready short on labor, they are look- 


interest would not be 


ing for a plan simple in administra- 
tion. 


Plan Lists Small Items 


The inventory plan as presented 
by Mr. Huff 
of hundreds of small items—every- 
thing valued at $10 and up. This 
would be in more complicated de- 


required the listing 


tail than many operators now keep 
for their own information. A mini- 
mum value of $100 per item is con- 
sidered sufficient by many oil men, 
and would relieve them and_ the 
OPC. itself of detail. 


In the original Huff plan, the in- 
dex of items to be listed fills over 
11 pages of small, single space 
typewritten matter, three columns 
to the page, and would take 3 to 
6 months to compile, oil men say. 
Further, the plan states that the 
OPC “may, in the future, ask for 
an individual breakdown of such 
total general listings,” meaning re- 
pair parts and new items valued at 
less than $10 each. 

In addition to the dollar value ¢ 


f 


the various items, the tonnage or 


-. 








weight is requested, with figures 


down to two points beyond the 


decimal 


The various items in the classi- 
broken 


down into kinds and types. For in- 


fication index are further 
stance, some 50 different types of 
valves are shown. 

At one western district meeting, 
it was decided to consider sepa- 
rately the effect of the Huff plan on 
each branch of the industry, a re- 
port to Deputy Petroleum Coordi- 
nator Davies, following the study, 
stated: 

the marketing branch of 
the oil industry (in this particular 
district) had never at any time, and 
did not now, carry any inventory 
and that to 


compile in great detail a list of 


of any consequence 
minor items would serve no very 
useful purpose in addition to the 
already im- 


requirements control 


posed upon the marketing branch 
of the oil business. It was the opin- 
ion of the meeting that such mar- 
keting inventory as existed would 
be practically exhausted while the 
data was being compiled and ana- 


ly 74 d. 


Continuing in a breakdown cov- 
ering each branch of the industry 
in this particular district, the report 
to Mr. Davies stated: 


Refiners’ Problems Discussed 
‘With 


branch .. 


respect to the refining 
. it was pointed out. . 

that Mr. Wright Gary had recently 
been through (the district) ener- 
gizing in every possible way the 
use of all sorts of unused refinery 
equipment, down to junk 


equipment, for the speedy produc- 


even 


tion of the raw materials necessary 
for the manufacture of Flexon type 
rubber After a thorough dis- 
cussion of the refining branch 

it was the unanimous conclusion 
that no requirements should be im- 
posed . . . at this time to make up 
any inventory of unused or surplus 
until Mr. Wright 
and his refining  stafl had an 
opportunity to put them to use for 
the manufacture of isobutylenes and 


other raw materials . . . 


materials Gary 


It was the 
conclusion that certainly no such 
inventory data should be asked of 
the refining industry . . . or any- 
thing done to delay in any way the 
use of all refinery materials in fur- 
thering the manufacture of rubber, 
for at least a period of six months. . . 


‘Only List Items Under $100° 


“The meeting then proceeded to 
discuss the transportation and na- 
tural gas and natural gasoline 
branches of the business, and while 
it was recognized that inventories 
of any unused tubular goods, com- 
pressors, pumps, power equipment, 
tankage, and items of a similar 
character might be useful, and to 


Li 


require reports of such inventories 
would not be unreasonable, it was 
the unanimous opinion, after a 
thorough discussion, that no such 
inventory should be required to list 
individual items of a value of less 
than $100, and the 


should list the unused supplies only 


inventories 


and those required for a future 


90-day period, bringing the situa 
tion up to date with quarterly in 


ventories. 
Production Discussion Prolonged 


“With respect to the production 
end . . . the discussion was pro- 
longed, the views at times diver 
gent, and the conclusions some 
what indefinite. It was the unani 
mous opinion that only unused ma 
terials and those which would not 
be _required for a 90-day period 
should be listed as surplus inven 
tory. While some members thought 
that the inventory should only set 
out the unused materials that would 
within 90 days, 


others thought it not unreasonabl 


not be required 
to set out the existing inventory of 


surplus materials as of a certain 


date and to show separately what 


quantities of the different classifi 


cations would be required under 


definite plans within the following 
90 days. It was the unanimous opin- 
ion that such inventory should not 
yet down to items that were too 
small; that the $10 figure mentioned 
in Mr. 
and that all items of an individual 
value of less than $100 should not 


Huff's plan was too low, 


be classified but lumped as unclas 


sified material 


Mir. Davies also 


said oil equipment 


The report t 
supply house s 
were vital in effecting a proper dis 
tribution of oil Company inventories 
and that any expense involved in 
working out an control 

OPC 


funds, since there was “no method 


Inventory 
plan should be carried by 
for equitably distributing such ad- 
ditional expense among all of the 
busine SS 


various branches of the 


(and) every company at the 
present time was short of manpower 


loan for such 


and had no men t 


a purpose 


Apparently, the substitute plan 
drawn up by Kansas and Oklahoma 
oil men has been designed to in- 
corporate provisions to avoid simi 


lar objections to the “Huff plan” 


Davis Slated for OPC Post 


NPN News Bureau 

NEW YORK—L. B. Davis, So- 
cony-Vacuum sales executive, — is 
slated to be appointed as OPC mar- 
keting director for District 1, with 
NPN has 


learned. He will replace Louis H 


headquarters here, 
Spiner who resigned to accept 


commission in the U. S. Army 


Gray Named Secretary 
Of District 3 Group 


Special to NPN 

HOUSTON — David Gray, re- 
cently marketing  di- 
Office of Pe- 


troleum Coordinator, has been made 


resigned as 
rector of District 3, 
executive secretary of the general 
industry committee embracing the 
five functional committees—produc- 
tion, transportation, refining, mar- 
keting, and natural gas and gaso- 
line branches—of the petroleum in- 


dustry as set up by joint action of 


the government and the petroleu 
industry. 

Mr. Gray’s headquarters will 
at 805 Neils Esperson Bldg., Hou 
ton He 


but the oil company 


will have a limited staf 
members 
the functional and general commit 
tees will assist through their 
ploves. 

Mr. Gray has an efficient ba 
ground in both oil and governm: 
Before going to the OP 


organization he had served in t 


circles. 


production and manufacturi 
branches of the Texas Co. and ot! 


oil companies. 





Moorhead Dies Suddenly in Washington 





Moorehead 


Joseph E. 


Joseph E.. 
City, Pa., 


Moorhead, 53, of Oil 
widely-known oil man 


died in Washington on Aug. 9 fol- 


lowing sudden illness that began 
the evening of Aug. 7. 

Mr. Moorhead, executive manager 
of Pennsylvania Grade Crude Oil 
Assn.. had been in Washington on 


He had 


been in Oil City for the last 9 years, 


business for several days. 


although he spent the greater part 
of his life in the West. He edited a 
paper in Grand Junction, Colo., in 
his youth, later becoming an adver- 
tising manager for a telephone com- 
pany in Denver and Salt Lake City 
After that, he was associated with 
oil companies in Texas, Oklahoma 
Ohio and California. He was secre 
tary to former Gov. Oliver Shoup of 
Colorado. 

He is survived by his widow, who 
was with him when he passed away: 
a daughter in Denver, a son in Ber- 
keley, Calif.; a son in Parco, Wyo 
and a daughter in Chicago 


Favette B. Dow, general counsel 


NATIONAL PETROLEUM 


of National Petroleum Assn., saic 


“Joe Moorhead was one of + 
irreplaceable men. There are 
many of them and no two are alil 
When you try to think of a ma 
take his place the thought comes 
once that someone will be found but 
he will be different, he will not bx 
another Joe. For Joe was not o 
big in body and in mind, but when li 
came into your room you felt that 
measure of well-being, of security 
trustworthiness had come with hi: 
He was of sturdy stock, a good judg 
of other men, tactful in dealing wit 
them, a sort of big reservoir of « 
mon sense. He was a man’s ma 
doing a man’s work, enjoying ni 
company with great heartiness, but 
he had a thoughtfulness, a habit 
doing many little nameless acts 
kindness that is the gift of a wor 


oftener than of a man. 


“Toe’s life work was done alw: 
with credit to himself but real dis 
tinction awaited his connection wil 
the Pennsylvania Grade Crude O 
Assn.. for in that field, in the ver 
nacular of the day, he was 4 natural 
An aptitude for a wide range 0! 
friendships and a feeling for th 
things that men have in comm 
made him happy and at home u 
The grou 


which he served will remember hit 


trade association work. 


with gratitude and affection Wi 
shall deeply feel his loss but Jo 
would never want us to grieve ove! 
his response to the call whicl 


come to him.” 


Henry W. Plyler Dies 


Henry W. Plyler, 73, 
Carolina oil jobber, died in Char 
lotte, N. C., hospital on Aug. 7 afte! 
a week’s illness. 
of Catawba Oil Co., with plants | 
Lancaster, S. C., and Monroe, N. ‘ 
He also organized the Plyler Whol 
sale Co. of 


lived at Lancaster for the past + 


plone 


He was preside nt 


Lancaster. He hac 


Vears. 
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OPA Says Non-Pool Members 


Should Repay 


WASHINGTON — 


ppliers, who are 


Independent 
not members of 

East Coast transportation “pool”, 
wuld take care of their distributors 
ind retailers for high-cost inven- 
ries that these 
hand when OPA 
il prices on Aug. 5, 
OPA Chief Henderson. 
Mr. Henderson’s 
ere stated in an 
Aug. 8. 


that a plan had been worked out 


resellers had on 


reduced eastern 


according to 


views on. this 
OPA 


which announced 


press re- 


CAas€ on 


by the oil industry whereby whole- 
sale distributors and retailers of 
gasoline and fuel oils, supplied by 
Coast 


reimbursed — for 


nembers of the East cost 
pool”, will be 


ssses on high-cost inventories sus- 


tained bec ause 


of the price reduc- 
ions Cost of reimburse- 
nents will be charged to the “pool”, 


OPA 


these 


said. 

OPA reduced eastern prices dras- 
tically, effective Aug. 5. But a por- 
tion of the price advances by OPA 
luring past 8 months were left in 
fect to pay off deficit of the 
pool”. This deficit was estimated 
’ be $38,000,000 as of June 30. 

Hikes Paid ‘Pool’ 


into 


Pool” members have been pay- 
ig in the full amount of the OPA- 
ipproved price advances, begin- 
ing last January. (So, the net price 
ceived by suppliers, who are 
embers of the “pool”, has been 
ime as prices they charged early 
January.) 


From the “pool” has been paid 


ibnormal costs of bringing in 
il by long rail 


hauls and other 


fromthe 
instead of by 
m the Gulf 

But the 


TY 99 


erland — transporation 


SO 
ithwe st tankers 


price mcreases (up to 


Were not enough to off- 
the war-added 


!’ went 


costs, so the 
deeper and deeper 
the red 

Now, RFC _ has 
i burden of 
ts 


agreed to as- 
these abnormal 
on shipments made on or after 
lug. 1, 1942 And OPA has cut 
k prices nearly to old levels. 
When the “pool” 


trie d up 


deficit is 
OPA presumably will 
pe out rest of the advance made 


GUST 12, 1942 


Own Resellers 


to offset the 


costs. 


extra transportation 


Some Couldn't Afford It 
Not all eastern suppliers joined 
the “pool”. Many marketers hung 
back because they couldn't tie up 


the huge sums needed nor risk 
paying their pro rata share of the 
mounting deficit (assuming that the 
government didn’t take care of it). 

Until the June 29 price advance 
of 2.5¢ on gasoline and 2c on light 
fuels, few of these marketers could 
buy supplies in the West, pay all 
the freight themselves, and break 
even at OPA’s price “ceilings”. But 
some did 


anyway, absorbing the 


loss. However, the June 29 price 
hikes 


marketers to go even to Texas for 


made it possible for these 


their supplies. 


Penn Refiners Not In 


Western Pennsylvania _ refiners 


had no abnormal _ transportation 
costs in supplying their eastern 
markets. Their crude supply is 
within District 1, likewise their 


principal market for gasoline and 
fuel oils. For this 


Was ho 


reason, there 


need for these refiners to 
join the “pool”. And few, if any, did 
join. Nor did several other inde- 
outside 


of District 1 join the “pool”. 


pendent sources of supply 


Western Pennsylvania refiners were 
willing to join the “pool” but wanted 
some protection from outside sup- 
pliers who, with the price differen- 
tial, OPA’s 


ings” by a wide margin. 


could undersell “ceil- 

These independent refiners went 
so far as to bill their tank car cus- 
tomers for a surcharge equivalent to 
amount of the OPA-approved ad- 
vances. These surcharges were to be 
paid into the “pool,” when and if the 
western Pennsylvania refiners’ entry 
conditions were met. 

Meanwhile, — the 
membership move failed and RIC 


made plans for absorbing oil’s war- 


added costs. Bill of tank car sur- 
charges soon was dropped. It is un- 
derstood that these surcharges on 


tank car sales were billed but never 
collected. 


Some western Pennsylvania refin- 


“compulsory 


ers, however, did advance _ their 
tank wagon prices on June 29 but 
Not being 
members of the “pool,” it would seem 


that Mr. 


reimbursement for dealer losses on 


reduced again Aug. 3. 
Henderson’s statement on 
inventories applied in such cases. 


Henderson’s Views Stated 
The OPA press release said: “Mr. 
that 


pendent suppliers who are neither 


Henderson urged such inde- 


members of the pool nor have been 
supplied by members of the pool 
who have enjoyed abnormal profits 
ceiling 


by reason of the higher 


prices, make arrangements to ease 


the burden on their distributors and 
retail outlets.” 

Then, the OPA press 
to quote Mr. 


release 
went on Henderson 
as saying: 

“In all fairness,” he (Henderson) 
declared, “independents who have 
made sizeable profits through the 
price increases should now assume 
some of the losses which their dis- 
tributors and retail outlets are sus- 
taining (as a result of price reduc- 
tions as of Aug. 5).” 

The OPA 


that it was at Mr. Henderson’s sug- 


press release asserted 


gestion that the “pool” agreement 
was being amended to take care of 
inventories 


resellers’ losses on 





Mid-West Rationing Possible 


Davies Says; 


WASHINGTON — 
ordinator Davies believes diversion 
of tank 


tion to 


Deputy Co- 
cars and other 
East Coast oil 


force rationing upon the Mid-West 


transporta- 
hauls may 


and other unrationed areas, but 


maintains it is better to draw off 
the tank cars first and then see if 
rationing is necessary than to im- 
pose rationing and then see if trans- 


portation could thus be freed. 

In a statement significant for its 
straight-torward language, he said 
OPC had asked for 5000 more tank 
cars, received nearly 2400, and ex- 
pects to get all 5000. 

“In fact,” he 
tinue to call upon unrationed areas 
of the United States to 
tank and 
facilities, regardless of the effect up- 


said, “we must con- 


give up 


cars other transportation 


on their oil supplies. 
Curtailment Possible 


“If rationing results in these othei 
areas in consequence of this drain 
upon their transportation, then they 
will have to accept it as an in- 


evitable consequence of the war, 


just as the eastern states have al- 
ready accepted it and I know they 


will do so in good spirit. 


“Now, obviously, it is quite pos- 


sible that this heavy and increas- 


ing withdrawal of transportation fa- 


cilities from the unrationed areas 
a deficiency ith oil 


mav result) in 


Gives Formula 


supplies in those areas. Consequent- 
ly, civilian consumption of petrole- 
um products in those areas may 
have to be curtailed by one method 
or another. 

“It has seemed to us, and it still 
seems to us, that this is the logical 
approach to the problem: that is, 
let us get all of the transportation 
that we can mobilize, whether this 
causes rationing in the Middle West, 
and elsewhere or not. It would be 
working upside down to impose ra- 
tioning first, and then see how much 
could 


additional transportation we 


get as the result.” 
Speed-Up Creates Need 


Making the statement on Aug. 10, 
Mr. Davies said that 62,000 tank 
cars had been, until the last week 
ODT’'s 


speed-up of oil movement by sched- 


end, in eastern service. 
uled trainload lots made room for 
5000 more tank cars. 

While those 5000 cars are being 
placed in service as quickly as pos- 
sible, “we have no intention of stop- 
ping there,” Mr. Davies added. 

“If,” he 
tank 


railroads 


5000 


service, the 


said, “when the 
cars are in the 
find that 


then we 


they can haul 
shall immedi- 
ately go after more. We shall con- 
atter until the 


‘This is the limit 


still more, 
tinue to go them 
railroads tell us: 
of our capacity—we can handle no 


more. 





Members of the House Committee 


R. I.: Chairman Fitzgerald, Conn.; Vice-Chairman Hartley, N. J 





rubber and 
Talbot 
Fogarty, R. I., were absent u 


investigating synthetic 


FDR Seeks Facts on Rubber; 
Vetoes Gillette ‘Alky Bill 


WASHINGTON — Much of the 
spade work had already been done 
for President Roosevelt's rubber in- 
vestigation before he appointed Ber- 
nard M. Baruch as chairman of a 
committee to dig out the facts. 

For several weeks, various angles 
of the rubber situation—stocks, de- 
mand, patents and processes—had 
been studied by various groups. An 
interim report was filed the week- 
end before President Roosevelt an- 
nounced the Baruch committee ap- 
pointment in his veto message Aug. 
6 on the “alky-rubber” bill. 

Meanwhile, the 
looking for an 
citizen as the “front” for the rubber 
probe. He wanted a man of judg- 
ment and impartiality to cut away 


President had 


been outstanding 


the confusion, restore public confi- 
dence. He had done this once be- 
fore when he named Justice Roberts 
of the U. S. Supreme Court to head 
the Pearl Harbor investigation. 

Thinking along the same lines, the 
President sounded out Chief Justice 
Stone on heading a rubber investi- 
gation but got a turn-down. 


Finally, it was announced that 
Mr. Baruch, chairman of the World 
War I industries board, would head 
With him on the 
8-man committee are two college 
James B. 
Harvard University, and Dr. Karl T. 
Compton, Massachusetts Institute of 


the rubber survey. 


presidents, Dr. Conant, 


Technology. They will be assigned 
an “adequate staff’ and report “at 
the earliest possible moment.” 
Announcement said the commit- 
tee was to study (1) present supply, 
(2) estimated military and essential 
civilian needs, and (3) various proc- 
esses “now being urged.” The group 
is to recommend processes to be 
used, not only in light of need for 
rubber, but also critical material re- 


quirements. Some synthetic rubber 


processes “are in the purely experi 
mental stage, others have been dem 
onstrated to have varying degrees 
of efficiency,” the President said at 


another point in his message 


Says Rationing Involved 


The Baruch committee’s review of 
War Production Board’s rubber pro 
gram “will form a basis for future 
action not only with respect to syn 
thetic rubber, but also such matters 
as nationwide gasoline rationing and 
motor transportation,” the President 
said. 

When he first disclosed his intent 
to veto the Gillette Bill providing for 
a separate agency to handle = syn 
thetic rubber made from alcohol on 
July 28, the President hinted that he 
was planning a first step toward a 
centralized control of rubber 

In his veto message, sent to Con 
gress Aug. 6, the President took cog 
nizance ol “so many conflicting state 
ments from responsible government 


agencies as well as from private 


sources. 


‘Serious Mistakes’ Possible 


The President admitted that “seri 
ous mistakes” may have been made 
in the past, “based either on misin 
formation, misconception, or even 
partiality to one process or another 

President Roosevelt assailed the 


Gillette Bill. 


islative fiat” ordering the 


He said it was a “leg 
manutac 
ture of synthetic rubber “in quanti 
ties large enough to satisfy any end 
all civilian needs (as well as mili 
tary)” and granting “absolute pri 
ority” to obtain scarce materials for 


this purpose. 


Attacks Gillette Bill 


He criticized the bill for provid 
ing for “civilian needs of rubber 


for pleasure driving, jov-riding,” in 


petroleum are, left to right: Reps. Wene, N. 
Reps 


Conn.: and Mrs. Smith, Me. 


hen picture was taken 


respective of such civilian needs’ re- 
lationship to winning the war. 
WPB, he 


synthetic rubber program, operating 


added, has adopted a 


on basis of endeavoring to supply 
“thos 


civilian needs which are essential.” 


military needs as well as 

“By the phrase ‘civilian needs’ are 
meant those needs of civilians who 
require rubber in work directly re- 
lated to the war effort—for example, 
driving to war production plants in 
automobiles where other transporta 
It in- 


necessities for 


tion is not readily available. 
cludes also certain 
the community, like getting milk to 
the consumer or children to school.” 

“In order to produce any substan- 
tial amount of synthetic rubber,” the 
President continued, “new plants 
must be constructed or old plants 
converted. In formulating its pro- 
gram, therefore, the War Production 
Board has, of course, taken into con- 
sideration the amount of critical ma- 
terials which can be diverted from 
other vital needs of the war program 
to build the plants to produce syn- 
thetic rubber.” 

Gillette Bill also had a_ provision 
to boost production of grain alcohol 
to meet all This, the 


President said, would take grain that 


demands. 


was needed for food. 


The Presidential message then 


concluded with this size-up ot the 
rubber situation and his course. of 
action to remedy it: 


“The processes for making syn- 
thetic rubber are now in a state of 
flux. Some of them are in the purely 
experimental stage. others have been 
demonstrated to have varying de- 
grees of efficiency. 

“It is obviously impossible to de- 
termine in advance just which proc- 
ess will eventually prove to be the 
most desirable, taking into considera- 
tion the elements of speed, efficiency 
of production, and consumption of 
critical materials. Even the proc 
esses for making synthetic rubber 
out of grain are several in number 
and new ones are being presented 
from time to time. The whole ques- 
tion of which process to use is tied 
up with the question of the most 
strategic use of the materials which 
are at hand or which can be ob 


NATIONAI 








J.; Pheiffer, N. Y.; 


Holmes and Lane, 


Forand 


Mass.., an 


tained. Determination in this mon 
or less uncharted area should hav: 
the advantages of the flexibility o! 
administrative action rather than by 
frozen by legislative mandate. 

“It may well be that serious mis 
takes have been made in the past 
based either on misinformation, mis 
conception, or even partiality to one 
process or another. It may be that 
the present program of the War Pri 
duction Board is not the best solu 
tion. If so, the facts should be ascey 
tained and made public. This is 
particularly so, if it be true. a 
charged by some persons in the Con 
gress and outside the Congress, that 
the manufacture of synthetic rubber 
from grain has been hamstrung )\ 
selfish business interests. 


Stresses Importance 

“The question of rubber for auto 
mobiles is an unusually important 
one because it so intimately affects 
the daily lives and habits of si 
many American citizens The very 
passage of the present ill-advised bill 
is an indication of the overwhelming 
interest which the American peopl 
have in this problem. 

“I am sure, however, that onc 
they are given the full facts as to the 
supply of rubber and the militar 
and essential civilian needs for rub 
ber, and the amount of materials re- 
quired for the production of an ad 
quate supply of synthetic rubber 
they will be wholly willing to forego 
their own convenience or pleasur 
Americans gladly give up their com 
forts, their time, their monevy- 
everything that seems necessarv_ to 
the successful prosecution of the wat 
effort. They freely and proudly 
make the greatest sacrifice of all 
their own sons and brothers. 

“In recent months there have bee: 
so many conflicting statements of 
fact concerning all the elements of 
the rubber — situation — statements 
from responsible government agen 
cies as well as from private sources 

that I have set up a committee ot 
three men to investigate the whok 


situation—to get the facts—and_ to 


report them to me as quickly as pos 

sible with their recommendations. 
“This committee will immediately 

proceed to study the present supply 


the estimated military and essential! 


civilian needs, and the various pro 
esses now being urged; and they wil 
recommend processes to he “used 
not only in the light of need for rub 
ber, but also in the light of critical 
materials required by 
esses, 


these proc 
In a sense this will requir 
a review of the program now being 
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Arthur E. Pew, Jr.. 
left, is shown testifying before Fitzgerald Committee. With him is Clarence 
Thayer, consulting engineer for Houdry 


tollowed by the War 


Board 


Production 
It will form a basis for fu- 
ture action not only with respect to 
synthetic rubber, but also such mat- 
ters as nationwide gas rationing and 
motor transportation. The responsi- 
bility for the distribution of critical 
materials will continue to remain 
with the War Production Board: but 
the board, as well as the American 
people, will have complete state- 
ment before them of the facts found 
bv the committee 

‘This unusual investigation is be- 
ing directed because of the interest 
of the American people in the sub- 
ject, because of the great impact of 
the lack of rubber upon the lives of 
American citizens, and because of 
the present contusion of thought and 
factual statement 


“In the meantime, of course, the 
manufacture of synthetic rubber 
from oil and grain will continue 
without interruption. 

“The functions of this committee 
require not only experience in busi- 
ness and production and the rela- 
tions of government thereto, but also 
trained, scientific minds. Therefore, 
l am appointing as members of this 
committee, Honorable Bernard M. 
Baruch, Chairman; Dr. James B. 
Conant, President of Harvard Uni- 
versity; and Dr. Karl T. Compton, 
President of Massachusetts Institute 
of Technology They will be 
equipped with adequate staff and 
will, I know, submit their report at 
the earliest possible moment. I am 
isking them to investigate the whole 
situation, and to recommend. such 
ction as will produce the rubber 
necessary for our total war effort 
including essential civilian use. with 
1 minimum interference with the 
production of other weapons of 


war 


Rubber Plans Delayed 
Hartley Claims 


WASHINGTON—Charging _ that 
RFC’s Rubber 
delayed” the 
bber program, Rep. Hartley, New 


Reserve Co. has 
eriously synthetic 


rse\ gave a nationwide radio 


dience, the night of August 4, 
following reasons for his con- 
sion 

l Incompetence and misman- 
ment in the government agencies 
CeTTi¢ d 


) 


Failure of the various agencies 


UGUST 12, 1942 


executive vice-president of Houdry Process Corp., at 


ta work in co-operation and har- 


mony with each other. 


The struggle by the various 


w 


selfish interests to control the syn- 


thetic rubber industry not alone for 


the duration, but after the present 
world war. 
“4. Favoritism toward a select 


group of companies to the exclusion 


of all) others.” 


Rep. Hartley said the way to solve 
matter was “an unbiased appraisal 


of all the various processes.” 


House Group Ready to Urge 
Centralized War-Oil Agency 


NPN News Bureau 
WASHINGTON—Legislation —fa- 
voring extension of present gasoline 


rationing area and centralization of 
oil matters in a single agency. is 
slated to be drawn up soon by mem- 
bers of special House committees 
investizating svnthetic rubber and 
petroleum. 

Rep. Fitzgerald, Conn., is chair- 
man with Rep. Ilartlev, N. J.. vice- 
chairman. 

\ report on committee's findings 
of synthetic rubber situation is also 
scheduled to be ready shortly after 
Rubber 
dent, Stanley T. 


to testify again. 


Reserve Co.'s vice-presi- 
Crossland, returns 
RFC reports that 
Mir. Crossland is back from his sud- 


den trip to the West Coast 


Houdry Submits Plans 


Houdry witnesses at) Fitzgerald 
committee hearings, Aug. 4, told 
how their catalytic refining process 
could be fitted into the “quick” 
Since then, it 


has been learned, Houdry has filed 


butadiene program. 


detailed plans with OPC tor several 
15,000-ton “quick” butadiene plants 
Rep. Hartley told a radio audi- 


ence, Aug. 4, that RFC has “seri 
ously injured” country’s synthetic 
rubber program. See story else- 
where in this issue). 


Just 2 days prior to this broad- 
cast, the committee, of which Rep 
Hartley is a member, released a pre- 
liminary report on the petroleum 
testimony. presented. 

Committee recommended imme- 
diate. rationing of petroleum prod 
nets in Ohio, Indiana, Mlinois and 
Michigan as well as unrationed por- 
tions of District 1, plus any  sec- 


tions not serviced by petroleum 
pipelines 

Committee also found “that the 
policies controlling the entire pe- 
troleum set-up at the present. time 
are under several and various agen- 
cies, such as rationing, price con 
trol, transportation and Office of Pe 
troleum Coordinator, often pulling 
a opposite directions and often Wi 
utter disagreement.” 

Committee — legislation — presum- 
ably will be aimed at avoiding “a 
dire and dangerous shortage of gas- 
oline. residual oil and domestic 
heating oil during the coming win- 


ter 





Washington's ‘Who's Who of 


WASHINGTON—Following is a 
“Who's Who of Rubber” in the gov- 
ernment: 

Bernard Baruch, 72, chairman of 


War Industries Board during the 
World) War. 


American economics 
delegate to the peace conference 
Member New York stock exchange. 
Author of economic beoks and 
treatises. 

James Bryant Conant, 49, presi- 


dent of Harvard where he has been 


instructor, assistant professor, asso- 
ciate professor and professor — of 
chemistry, as well as Sheldon Emery 
professor of — organic chemistry. 
Served in Chemical Warfare Service 
during World War. Member Amer- 
ican Chemical Society and National 
Academy of Sciences. 

Karl Taylor Compton, 54, presi 
dent of Massachusetts Institute of 
Technology. Physics and chemistry 
professor. Consulting physicist for 
Department of Agriculture and Gen- 
eral Electric. At one time or an- 
other, chairman of new products 
committee of New England Council: 
member advisory board of Bartol 
Research Foundation, chairman of 
governing board of American Insti- 
tute of Physics; member National Re- 
search Council; chairman of Science 
Advisory Board: American Chemical 


American Electrochemical 


Society; Deutsche Physikalischer. 


Society: 

Howard J. Klossner, 53, president 
of Rubber Reserve Co. Director of 
RFC; St. Paul, Minn., bank official 

Stanley Crossland, 35, vice-presi- 
dent of Rubber Reserve Co. After 
high school, became a bank runnes 
From 1927 to 1932, 


worked for Chicago Clearing House 


in Chicago. 


Assn. In 1932, went to work for 
RFC in Chicago. Transterred to 
Washington in 1940 and soon be 
came assistant to the president. of 
Rubber Reserve Co. 
was named executive vice-president 

Arthur B. Newhall, 58, Rubber 
Co-ordinator under WPB Chairman 
Nelson. 
vears. Vice-president and president 
of Hood Rubber Co. Director of 
B. F. Goodrich. Was executive vice- 


Last spring, he 


In rubber business for 22 


president of Talon, Inc., before com 
ing to WPB. 

E. R. Weidlein, 55, WPB Chem 
ical engineer, connected with Mellon 
Chairman 
of Fuel committee of National Re 
search Council in 1918 and chemical 
expert of War Industries Board 
Member central petroleum commit- 
tee of National Research Council 
Member Institute — of 
Chemists, American Chemical So- 
ciety, Royal Society of Arts, Amer- 


can Institute of Chemical Engineers 


Institute for many years. 


American 


Rubber’ 


Richard J. Dearborn, consultant t 
Crossland since March 1942. Gen 
eral patent counsel for The Texas 
Co., and president of Texaco Devel 
opment Co. 

Michael J. Madigan, 45, partner 
in Madigan & Hyland, New York 
engineering firm. Came down as 
dollar-a-vear man but on payroll 
since April 1, 1942, as special assist- 
ant to War Undersecretary Patter 
Son. 

Wright Gary, has a long back 
ground in oil refining. Connected 
mostly with M. W. Kellogg, where 
he was vice-president and manager 
of technical sales in’ U. S. With 
OPC. trom the beginning. 

Bruce K. Brown, assistant deputy 
petroleum co-ordinator. Former gen- 
eral manager of research and devel- 
opment for Indiana Standard. 

Wayne Johnson, adviser to WPB 
New York 
attorney and railroad director. 

Rufus L. 


sultant of Rubber Reserve Co. since 


Chairman Nelson on oil. 
Savage, technical con 


May. Research chemical engineer 
with Texaco since 1931 when he was 
graduated from Lehigh University 

P. C. Keith, executive vice-presi- 
dent of M. W. Kellogg. 


as Rubber Reserve Co. consultant 


Has acted 


Fred Pyzel, technical consultant 
to Rubber 
Shell technician 


Reserve Co Former 
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Survey Shows Few Easterners 
Have Converted to Burn Coal 


WASHINGTON — East 


fuel oil consumers don’t appreciate 


Coast 


the serious lack of this fuel along 
the Atlantic 
lye en “slow 


seaboard and have 


to realize” the need to 
convert to coal, Petroleum Co-ordi- 
Ickes 
results of a recent survey of oil-to- 
coal conversion. 

Less than % of 1% of the 1,400,- 
000 oil-heated homes in the north- 
ern half of the Atlantic 


been converted since Jan. 1 


nator warned in disclosing 


seaboard 
HT ive 
it this year, Mr. Ickes said on issu- 
¢ his warning Aug. 10. 
Urges Switching to Coal 


“Apparently East Coast residents 


have not been aware of the serious- 
ness of the fuel and heating oil 
shortage in the Atlantic Coast 


wea,” Mr. Ickes explained. “I can- 
not too strongly urge all oil-burner 
owners, Who can do so, to convert 
their facilities to the use of coal 
now and to buy their coal supply 
it once. This is the best way for 
home owners to be certain that they 


will be 


warm.” 


Accept ‘Other Sizes’ 


He also advised coal consumers 
that they could help to speed up 
deliveries by 


unthracite accepting 


suitable alternative sizes, instead of 


rigidly specifying particular sizes 


that are less available. 

“Hard coal producers are behind 
in filling orders for certain sizes of 
domestic coal,” Mr. Ickes said, par- 
ticularly the stove and chestnut, 
is a result of “unprecedented de- 
mand by householders to store fuel 


for next winter.” 


Consumers were 
isked to substitute egg for stove 
size and pea for chestnut size, after 


onsulting with their suppliers. 


Survey Covers Il States 
OPC’s con- 
ducted in New England, New York, 


conversion survey, 


New Jersey, Pennsylvania, Dela- 
ware, Maryland and Washington, 
D.C., was completed in June for 


the statistical subcommittee of the 


District I's General Committee. 
The survey shows that the pub- 

lic has realize the 

Deputy Pe- 


Davies 


been slow. to 


need for conversion,” 


troleum Coordinator com- 
mented, “despite the fact that there 
that oil-heated 


iomes will have sufficient supplies 


Is no guarantee 


: 
next winter to meet even minimum 
requirements. 

The 


situation is serious, vet 


i$ 


comparatively few people have 


done anything about it. I can ac- 
count for this apathy only on the 
grounds that during summer months 
far off, and the 


householders are burying 


the winter seems 
many 
their heads in the sands of wishful 
thinking.” 


Davies States His Views 
Mr. Davies then stated, “these 
are the indisputable facts”: 
“The reserve stocks of fuel and 


heating oils on the East Coast are 


far below minimum sate levels at 
this time of year. 

“To be certain of heat in their 
homes next winter, Consumers 


should convert their oil fired facili- 


ties to coal furnaces and should 


buy their coal now, when coal 


transportation is available.” 


Conducted by Interviews 


Survey was conducted by inte1 
viewing 2019 oil-burner owners in 
the Ll-state 


showed 


area covered. 
50% of the 
oil-burning furnaces were original 
Only 13% of the 
had 


changing to 


Survey 
about present 
ly coal burners. 


owners interviewed given any 


consideration to coal 
and, of this group, 64% “had only 


thought it over.” 


“Some 55% of the persons inter 
viewed answered ‘No’ when asked: 
Assuming the same kind of weather 
as last vear, do you expect to use 


less furnace oil next winter? 


Eighty-five per cent of the per 
interviewed 
Asked how they felt about fuel-oil 
rationing, SO.7°% of 
they 
gasoline; 10.4° preferred a cut in 
fuel oil; and 8.9% considered both 
fuel-oil 


equally undesirable 


SOLS were Car owners 


these car Own 


ers. said preferred a cut in 


gasoline — and rationing 


Data Disclosed in Survey 
“Answers to other questions of 
the survey show that: 


“Almost 41°) of the 


mitted it was possible to change the 


owners ad 


furnace from oil to coal 

“Of the 13% 
sideration — to 
10.3% 


7.7% decided 


who had given Con 
changing to coal 
had the furnace inspected 


had 
bought 


against it; 7.3 
an estimate made; and 5.7' 
necessary 
“Of the 87% of the 
had not 


99 ae J 


parts. 
people that 
considered changing to 


coal, said the facilities can- 


18.5°° said 


conversion is too expensive. 


not be converted; and 


“Checking on the number of fuel- 
still had 
facilities on hand, the — survey 
that 18.8% of the 


had grates and shaker bars; 30.2% 


oil consumers who coal 


showed owners 


had an ash pit door; 57% had a 
coal bin; and 69.8% 


for chute delivery. 


had a window 


Urges Conservation Steps 


“Where conversion is impossible, 
industry and governmental agencies 
are urging home owners to adopi 
fuel-oil check 
on this aspect of the situation, in 


fuel oil, 


saving measures. <A 


homes heated by showed 
that: 

“Only 10.5% of the 
ers interviewed said they 


to make 


home Own- 
intended 
heat-savings improve 
ments. 

cent of the homes 
insulated, 26% 
24% 


the owners 


“Fifty per 
completely 
Only 5% of 


homes are not 


were 
and partially. 
whose 
insulated said they planned to have 
November. 
of the homes 
the 38% that 


weatherstripped, 3.5% 


this done before 
“Almost 62% 


weatherstripped. Of 


were 


were not 
were to be improved by November 


“Storm windows were provided 


for 53° of the homes, while 10% 
of the remaining 47% will have 
storm windows before the winter 
season begins. 

Supplementary heaters were 


of the homes last year. 
31% of the 
more than in 1941, will use supple- 


heaters in the 1942-43 sea- 


used in 26% 
=< 


Some homes, or 5% 
mentary 
Son 
About 75% 
heaters used were fireplaces; 15% 
electric; 9% kitchen ) 


gas; and 4% were kerosine burners 


of the supplementary 
ranges; 6% 


Ickes Urges Conversion 
In Radio Broadcast 


WASHINGTON 


from oil if you can, and order your 


“Convert 


coal now,” 
Co-ordinator 
Coast 
situation in a nationwide 
Aug. 5. He 


reasons tor 


Thus, Petroleum 
Ickes summed up the East 
fuel oil 
broadcast on gave fol- 


lowing three convert- 
ing: 

“1—Our stocks of heat- 
ing oils in the 17 Eastern states are 
fact, 


about one-half of what they 


reserve 


dangerously low — in only 
were 
at this time last vear. 


build 


up these stocks during the summer 


“2—Although we usually 


in preparation for winter, we have 


NAT 


not been able to do so this year. 
able to find 


ways of shipping in far more oil 


“3—Unless we are 


in the next few months than we 
have been able to ship in since May 
1. a shortage of heating oil in the 
Eastern states next winter is_ in- 
evitable.” 

Taking his own “medicine”, Mr 


Ickes 


own oil burner to coal. 


said he was converting his 


WPB Allocates Iron, Steel 
For Burner Conversion 


WASHINGTON—With a 


to speeding 


View 


up conversion of oil 


burners, WPB allocated 11,000 tons 


of iron and steel for grates and em 
that L-41, the 


tion limitation order, does not pre 


phasized construc- 


clude construction connected with 
conversion. 

WPB went so far as to even issue 
L-41-b 
installations 
1943, shall not b 


subject to L-41 prohibitions in Con 


supplementary order saving 


conversion begun be- 


fore January 1, 


necticut, Delaware, Florida, Georgia 
Maine, Maryland, 
New Hampshire, New Jersey, New 
York, North Carolina, Oregon, Penn- 
sylvania, Rhode Island, South Caro 
lina, Washing- 
ton, West Virginia and the District 


of Columbia. 


Massachusetts 


Vermont, Virginia, 


New England Stock 
Of Heavy Fuel Oil 
Exceeds '41—Ickes 


WASHINGTON—New 


complaining because it was not re- 


England 


ceiving enough tank cars to build up 
oil stocks before winter, is in a better 
than the rest of the East 


Coast with respect to petroleum sup- 


position 


plies, except gasoline, according to 
Co-ordinator Ickes. 

“As reported to me by the indus 
try’s statistical subcommittee, New 
stocks of fuel oil 


upon which particular emphasis has 


England heavy 
been put because of the importance 
of this product to the continued op- 
eration of war industries, are above 
the level of | last said Mr 
Ickes 

‘New England stocks of light fuel 
72% of last 
vear's level while the average for the 
entire East Coast area is 52%. Kero 
stocks in the 6 New England 
states are at 85% and the stocks of 


the whole East Coast are at 67% of 


vear, 


and heating oils are at 


sine 


last vear’s level. Gasoline stocks in 


New England are at 52% and in the 


whole East Coast at 63°>." he said 
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Coupon Rationing 
Of Fuel Oil Seen: 
OPA Studies Plan 


WASHINGTON — OPA is hold- 
g a series of meetings with gov- 
rmment agencies, public health au- 
orities, and oil industry repre- 
sentatives on an East Coast fuel oil 
uipon rationing plan, based upon 
. degree day system, and apparent- 

hopes to have all details ready to 
ut it into operation by Sept. 15. 

The tipoff that such a plan is al- 
wost inevitable came from OPA’s 
Deputy Rationing Administrator 
Paul M. O'Leary, who told a Rich- 
iond, \ a., 
ertainly now no secret that fuel 
il on the 
ery likely subject for rationing in 


audience, Aug. 7: “It is 
Eastern Seaboard is a 


ie not distant future.” 


Moreover, Mr. O'Leary said that 
f additional fuel oil supplies could 

had for East Coast consumers 
by rationing areas other than Dis- 
trict 1, OPA would do so. 

Light Fuels To Come First 

Present OPA plan is to ration 
ight fuel oils (Nos. 1, 2, 3, 4 and 
Diesel), but there’s a possibility that 
residual oils, for some special pur- 
poses, will be rationed at a later 


late 


It’s expected that the base ration 
on't exceed 90% of last year’s de- 
nands by any single consumer and 
that differences in 
long the 


onsidered For 


temperature 
Atlantic seaboard will be 
instance, OPA 
light decide on different values of 
onsumer coupons for different 
limates 

Right now, OPA reportedly is dis- 
ussing 2 kinds of coupons—dealer 


Dealer 


ould have definite values, say of 


ind = consumer. coupons 
100 gal.. while consumer coupons 
vould be units, such as East Coast 
rasoline 
OPA to 


me without having to print a spe- 
il 


coupons, thus enabling 


change the value at any 


set of coupon books. 


Follows ‘Gas’ Rationing 
When OPA gets around to an- 
incing its fuel oil ration plan, it 
expected that some date will be 
on Which dealers and primary 
ppliers take inventory of | their 
el oil capacity and then get from 
tion boards inventory coupons for 

difference between amount on 
id and amount they can store. 
is is the procedure followed when 
permanent gasoline coupon ra- 
‘ing became effective, July 22. 
lt is believed that OPA’s fuel oil 
will provide for cases where 
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an additional amount of heat is re- 
quired, such as hospitals or homes 
of the aged and invalid, as well as 
private homes where similar condi- 
tions exist. 

To Cut Apartment Houses 


Fuel oil deliveries to apartment 
of last 
year’s supply and stores might get 
only 70% of their 1941-42 seasonal 


demand. But there are more de- 


houses might be cut to 75% 


tails yet to be worked out. 

OPA’s plan recognizes the rela- 
tive unimportance of industrial uses 
of light heating oils, but may make 
some varying provisions where such 
cases do exist. 

To prevent extreme hardship on 
any consumer, OPA probably will 
provide for an inventory cushion of 
approximately 150 gal. 


Oil Space-Heater Output 
Banned by WPB 

Banning of further production of 
domestic space heaters using fuel 
oil or gas, except for armed forces 
and Maritime Commission, was an- 
nounced Aug. 5 by WPB in Limi- 
Order L-173. The 


was effective the same day. 


order 


WPB 


tation 


explained: 

“Types of heaters covered by the 
order are those designed to heat 
only the space in which they are 
located and which are not equipped 


Included 


are circulating heaters, radiant heat- 


with distribution pipes. 


ers, direct-fired gas unit heaters and 
floor and wall furnaces.” 

Production of replacement parts 
is permitted by this order. 

WPB estimates there are 200,000 
oil heaters and 300,000 gas heaters 
in current) stocks of dealers and 
suppliers. 


Holds Bootlegging 
Of ‘Gas’ Difficult 


WASHINGTON — Bootlegging 
gasoline in the East Coast will be 
as difficult as evading state gaso- 
line tax laws, OPA Fuel Ration 
Chief Joel Dean warns, following 
charges before a congressional in- 
vestigating committee that over 
100,000 bbls. a day were sold to a 
“black 
porary gasoline rationing 
(May 15 to July 22). 

OPA’s 


are so unevenly printed and of so 


market” during the tem- 
period 
ration 


gasoline coupons 


many shades of color that coun- 
Congress has 


But Mr. Dean believes 
foolproot He 


terfeiting is easy, 
been told. 
his ration system 
Sayvs: 


“The state gasoline tax collection 


machinery has been made the foun- 
dation of the audit control system 
for gasoline rationing. Complete 
the 2 


makes it practically impossible for 


integration — of operations 
bootleg activities to go undetected. 
In addition, OPA inspectors will 
investigate cases of bootlegging in- 
volving selling extra gasoline with- 
out an exchange of coupons cov- 
ering the full amount delivered.” 
OPA will keep a “close check”, 
he said, of gasoline ration coupon 
records with state tax collection rec 


ords. 


Price ‘Tops’ Hold 
If Firms Change 
Owners, OPA Says 


WASHINGTON — Established 
maximum prices of a business con- 
cern, handling crude petroleum and 
its products, must be maintained 
when a new owner takes over, OPA 
ruled Aug. 6 in Amendment 28 to 
Revised Price Schedule No. 88. 

“In some cases,” OPA explained, 
Schedule No. 88, 


which governs the price of petro- 


“revised Price 


leum products and such products as 
gasoline, kerosine, fuel oils, ete., 





provides that the individual’s ceiling 
price for a product is the price at 
which he sold ‘a substantial quan- 
tity’ in the 60 days prior to Oct 
15, 1941. By today’s ruling con- 
Amendment No. 28 to 
the regulation, maximum prices es- 


tained in 


tablished by this method are also 
the maximum prices for buyers ot 
transferees of the business. 

“Up to the present, a buyer was 
not bound by the ceiling prices es- 
tablished by his predecessor unless 
the transfer was made for the pur- 
pose of evading the regulation. The 
amendment extending the maxi- 
mum prices to a buyer contorms 
with the 


maximum 


policy of the general 


price regulation and 
eliminates the necessity for decid- 
ing whether a transfer was made 
for the 


price schedule.” 


purpose of evading — the 


Dooley Named to WMC 
Dooley, 


of industrial relations for Socony- 


Channing R. manager 
Vacuum, has been named to a six- 
man management and labor appren 
ticeship committee. This commit- 
tee is slated to foster closer integra- 
tion of apprentice training and ad- 
vance worker activities with Wats 


Manpower Commission. 





OPC Issues Revamped Organization Chart 


(See chart pages 10 & I1) 
WASHINGTON — 


of the oil industry, as well as other 


For guidance 


government offices, OPC has issued 
a revamped organization chart. 
Still the 2 top men, Petroleum 
Coordinator Ickes and Deputy Pe- 
troleum Coordinator Davies head 
the list, with others as follows: 
The 3 assistant deputy petroleum 
coordinators and the fields in which 
they specialize, are: 
Robert E. Allen: 


supply, 


Transportation, 
petroleum materials,  re- 
search, and general office adminis- 
tration. 

E. DeGolyer: 


leum reserves, and natural gas and 


Production, petro- 


natural gasoline. 

Bruce K. Brown: Refining, mar- 
keting and facility security. 

Marshall Serves All 

Serving as legal adviser to all di- 
visions is the Office of the Chief 
Counsel, J. Howard Marshall. 

On the staff of the Deputy Co- 


ordinator as special assistants are: 


George W. Holland, Dr. John W. 


Frey, J. Elmer Thomas and W. F. 


Huff. 


ordinator is Chandler Ide. 


Assistant to the deputy co- 


The executive officer, supervis- 


ing administrative matters, is Stan- 
ley W. Crosthwait. 


OPC. Directors Listed 
Directors of OPC’s 12. divisions 
are: 


Robert — T. 
Maj. J. R. Parten—Transportation, 


Collier—marketing: 


P. M. Robinson—(acting director) 
Refining: Don R. Knowlton—Pro- 
duction: E. Holley Poe—Natural 
Gas and Natural Gasoline; Robert 
L. Minckler—Petroleum Supply: 
Greer W. Orton—Materials; W. B. 
Heroy—Petroleum Reserves; Ed- 
ward B. Swanson—Research; W. D. 
Mason—Facility Security; James 
Foreign; and Gordon 
Public Relations 


Terry Duce— 
M. Sessions 


Affiliated Organizations 


OPC’s chart shows the field or- 
ganization with district offices in 
New York, Chicago, Houston, Den- 
ver and Los Angeles. Also shown 
are the affiliated industry and gov- 
ernment groups with which OPC 
cooperates on various phases of oil 
industry work, including the Petro- 
leum Industry War Council and 
the National Conference of Petro- 


leum Regulatory Authorities. 
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Petroleum Coordinator for War COORDINATOR HAROLI 
en ie ar PANS ge ah 
ome ew ee ee ced ee ow oe oo 
= TI | 
| INDUSTRY WAR COUNCIL | | | 
| Chairman: W. R. Boyd, Jr. | | 
| 
| to counsel with the Petroleum Coordt- | | ‘- 
| nator and Deputy Coordinator on mat- | igi ial ails = DEPUTY COORDINATO RALPH | 
| tere involving any phase of petroleun | 
industry operetions from the meabenen : 
standpoint, and to assist in effect- 
geeene plens when approved. 
ptonaney composed of a representa- | | 
tive crose-section of industry lead- | | 
erse--72 members, including the dete~' — 
wen of a)l general and functional | 
District Committees, with an execu- ASSISTANT DEPUTY COORDINATOR ASSISTANT DEPUTY COORDINATOR A 
tive committee of 25. yo aoe meet- | l R. E. Allen E. DeGolyer 
ings once each month in Washingtcn. 
| Subaeniaiene assigned tc various Fields of Transportation, Petroleum Fields of Production, Petroleum Re- Fields 
§ angers. | Supply, Materials, Research, and Gen- serves, and Natura) Gae and Natural Facili 
[ | | eral Office Administration. Gasoline. 
_—-— eo or rr rl rr ——- —- | Le 
<<< 
re 7 | 
| FOREIGN OPERATIONS COMMITTEE | EXECUTIVE OFFICER 
| Chairman: D. L. Harper | Stanley Vv. Crosthwait | 
| To counsel with the Petroleum — To supervise administrative matters, 
nator and Deputy Coordinator on mat- including budgetary and fiscal con- 
ry 
| tere involving any phase of foreign | trol, procurement of supplies, space, 
operations, and to assist in effect- service, and general administrative 
| uating plans when approved. | planning. To advise on office pro- 
| With functional and geographical sub-| cedure and personne] action. 
| committees. | 
a 4 
eee ee ee lee ieee e—‘“COs—S | 
| 
— 
P N TRANSPORTATION DIVISION 
RODUCTION DIVISION REPIWING DIVISION 7 gate 
Director: Don R. Knowlton Director: Wright W. Gary irector: - R. Parten D 
To plan and coordinate the discovery, To plan and coordinate, in collabora- 
development, and production of petro- = mee ant oo wasaning tion with other transportation agen- To pl. 
leum between districts and fields to re per <céan or phen neg prod- cies, all forms of transportation ing p 
the end that petroleum requirements on “ -" A polos cea, for the employed in the movement of petroleum tipne 
for war may be most efficiently pro- ho a sees coordi- and vetroleum products; to initiate to th 
nate expansion projects in the refin- 
duced and maintained; to regulate the ‘ : with the vrover sources ection neces- activ 
: ing field as war demands require; to 
supply of materials for these opera- abies vetted ti cs ’ sary to the provision of such addi- serve 
tions. = "= mg practices to the war tional transportation facilities as needs 
si may be required. 
| ! 
PETROLEUM SUPPLY DIVISION MATERIALS DIVISION 
PETROLEUM RESERVES DIVISION Director: Robert L. Minckler Director: Greer W. Orton 
Director: W. B. Heroy To coordinate domestic petroleus To provide centralized control over To 
supply problems to insure the material and equipment matters in eecy 
To promote the conservation of availability of the required petro- OFC: to promote optimus use of m- and 
known deposits and the explora- leum products in quantities suffi- et ta P wired i the ofl indus- and 
tion for new deposits of oil and cient to meet military, industrial, t i Pies with policies and for 
gas, and to study continuously and civilian demands in the war pro- 2 ae oe ties 
the reserves of the Nation. gram; to provide in OPC centralised ee ee ings 
cohah onan ly matt hich ials priority mtters and give ad- ng 
ee vice and assistance to the organiza- with 
overlap the several divisions. tion. gove 
—_ 
« DISTRICT OFFICES To provide field representation for the Petroleum Coordinator's Offict® on matt 
DISTRICT 1 SISTRICT 2 DISTRICT } 
Headquarters: New York, New York Headquarters: Chicago, Illinois Headquarters: Houston, 
District representatives of the several divisions. District representatives of the several divisions. : = & 
ve 
States of Maine, New Hampshire, Vermont, Massachusetts, States of Ohio, Kentucky, Tennessee, Michigan, istrict representat seve 
ie Island, Connecticut, New York, New Jersey, Dela- Indiana, Wisconsin, Illinois, Minnesota, Iowa, Stat fale \ 
are, Pennsylvania, Maryland, Virginia, West Virginia, Missouri, North Dakota, South Dakota, Nebraska, eso bam, Ssissip 
rth Carolina, South Carolina, Georgia, Florida and Kansas, Oklahoma. Louisiana, Texas, Mexico 
he District of Columbia. 
cr DISTRICT INDUGTH! COMI? TE: 
1 To provide the Office of Petroleum Coordinator with the counsel and advice of the Mistry rp, 
L (A representative cross-section BeMustry 
| DISTRICT 1 DISTRICT 2 DISTRICT 3 
| General Comittee Jeneral Committee General Committee 
Production Committees Production Committee Production Committee 
| Refining Committee Refining Committee Refining Comittee 
Transportation Committee Transportation Committee Transportation Committ 
| Marketing Comittee Marketing Committee Marketing Comittee & 
| Natural Gas and Natural Gasoline Committee Natural Gas and Natural Gasoline Committee Natural Gas anc Naturé-(Poline (, 
® (Topical and regional subcommittees as assigned.) - (Topical and regional subcommittees as assigned. ) I (Topical and regions] suypttees a, 





Organization Chart— 


ATO = ak ony Office of Petroleum Coordinator for War 
RE HAROLD L. ICK 








| Chairman: Harold L. Ickes 


| 
| 
| | je coordinate the functions of the | 
various government departments and | 
INATOR RALPH K DAVIES pn ee See agencies having an interest in some 
: “4 | phase of the petroleum operation. | 
(Regular membership composed of those 
| departments having continuing and ac- | 
| — interest in vetroleum, but any | 


department welcome upon occasion as it 
ASSISTANT DEPUTY COORDINATOR 














v } 
ERERAL COMMEL | [COMMITTEE OF STATE REGULATORY AGENCIES| 
Bruce K. Brown \ 


J. Howard Marshall | Sachemen: tices ft; tie | 
Fields of Refining, Marketing and 


Facility Security Legal Counsel -- Ail Divisions. Ito coordinate the activities of the | 
' Jetate regulatory bodies governing the | 

| "aon man of crude vetroleum and | 

- natural gas, with the »rograme of OPC. 























7 Sadie cms sen: eaiies enna 





pean SE — | 
SPECIAL ‘pwns SUPPLY & DISTRIBUTION BOARD] | 
Chairman: Ralph K. Davies | 
speeheh Renee | Vice Chairman: Brewster Jennings | 
George W. Holland | nec. Sesty: UV. B. Lange 
John W. Prey 
J. Elmer Thomas | 
Ww. ¥. Ruff 


To coordinate policy, planning and op- 
erations relating to petroleum supply 
pas distribution problems over the | 
world. (Representatives of War and 


' 
| 
| 
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Ickes Asks Showdown 


On Who's 


Boss of Oil 


(Continued from page 3) 


ter from President Roosevelt which designated the Secretary ol 


Interior to coordinate the oil industry’s national defense activities. 


\ re-reading of that 15-month old letter now shows that it 


seemingly gave Mr. Ickes little more than advisory powers. He 


was to act as a consultant on oil for other government agencies. 


But Mr. Ickes stretched those powers. 


He boldly cited the 


President’s letter for any action he cared to “recommend”. He 


moved in and grabbed acres of jurisdiction, overriding all objec 


tions. 


And the White House backed him up. 


But he aroused 


enmities and scores are being settled now. 
OPC rode high through the days of OPM and OPACS. But, 


is these agencies and the newer 
footing, they grew bolder. 


They stopped yielding to Mr. Ickes. 
Now, they are attacking, invading OPC’s territory. 


ones were put on firmer legal 


They resisted him. 


And perhaps 


the OPCers have been too busy with 100-octane, overland trans- 
portation, “quick” war products, etc., to keep their fences in re- 


pai 


Encroach on OPC Domain 


Overlapping orders have been issued, conflicting with OPC’s 


policies. 


vet orders issued. 


Also, it has become increasingly difficult for OPC to 
More and more has OPC had to make con 


cessions to ideas of the agencies issuing orders. 


But OPC can't help itself. 
uve of the May 28th letter. 
visory body only. 


The other agencies have lost their 
Some are talking of OPC as an ad- 
And from one source comes the suggestion that 


maybe the war's outbreak had, in effect, rescinded the letter cre 


iting OPC. 


Others Build Up Oil Staffs 


Other war agencies are building up large staffs to deal with 


some phases of the oil industry. 


Even now they try to claim 


credit for OPC achievements, like the “quick” program for syn- 


thetic rubber. 
industry. 
Some officials in these war agen- 
cies have sought to drive a wedge 
between Mr. Ickes and oil men. 


They point out: “The law is on 
our side, we've got power to act— 
not OPC.” Their attitude to oil men 
is one of “if you are not with us, 
vou are against us.” 

In self-defense, some oil men have 
co-operated” on this shot-gun basis. 
There is also the understandable 
vearning to be on the inside and 
have some say in shaping the 
iwency’s policies. 


Obstacles Confront Industry 

Some oil men haven't seen theit 
way clear to go as far on some OPC 
policies as Mr. Ickes wished. 

Some thought the desired objec- 
tive could be obtained without too 
great a sacrifice of their competitive 
positions or their stockholders’ in- 


vestment. Again, there was reluc- 
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And they cast covetous eyes at control of the oil 





tance to bring on “too much” gov 
And the Madison 


case was still too fresh in their mem 


ernment control. 


ories for them to go out and do it 
on their own. 


‘You Ain't Seen Nothing Yet 


Mr. Ickes’ view was that his ideas 
were mild compared with the fate 
awaiting the oil industry if it were 
delivered over to stringent control 
Nearly all 


the time the industry went along 


by some other agency 
A case in point was a_ proposal 
for pooling supplies and common 
use of transportation and terminal 
facilities to increase efficiency. This 
was proposed by a group within the 
industry some months ago—but it 
didn’t come up through OPC com- 
So, OPC couldn't 
recommend it, had no power to or- 
der it. 


mittee channels. 


(Later, some features of the 


“sold” to a 
government agency.) 
OPC was disappointed that the 


plan were “competing” 


industry committees never came for- 
ward with a formal plan along this 
line. 

But there were sincere reasons 
why the major oil companies hung 
back. 

First, 


angle. 


Madison 
Some oil company counsel 
felt that OPC Recommendation 33 
They 


despaired of getting a “green light” 


there was the 


was inadequate protection. 


from the Justice Department for any 
plan having to do with “pool” buy- 
ing and terminaling. 

Second, there was the matter of 
brands, the goodwill and investment 
they represented. It was hoped 


that some other way might be 
worked out and avoid submerging 


product identities. 


WPB May Now Order It 
Now, comes talk that WPB has a 
plan for taking over the oil industry, 
controlling and maybe even operat- 
ing some of its facilities. These ru- 


mors could not be confirmed at 


WPB. (Naturally, though, if an 
agency were aiming at taking Oil 
away from Mr. Ickes, it probably 


wouldn't advertise the fact and allow 
OPC to build some fences against 
the “raid.”) 
Kill Off Service Stations 

WPB’s alleged plan would greatly 
reduce the number of oil marketing 
facilities. The dwindling sales vol- 
ume would be concentrated in a 
few left operating. Many service sta- 
Their 


equipment and tanks would be salv- 


tions would be torn down. 


aged for military use or for much- 
needed scrap metal. 

“Non-essential” bulk plants would 
be commandeered for the same pur- 
Joint use of remaining bulk 
would be 


pose. 
plants required. Next 
step would be mandatory pooling of 


supplies. 


‘Victory’ Gasoline Included 

Plan is also rumored to include a 
single, wartime grade of gasoline 
This “victory gasoline,” made to 
definite specifications, would be sold 
by all marketers. 

OPA has long wanted to wash out 
a large percentage of existing sta- 
tions, forcing their operators into 
War®r work. 

Once OPA thought of letting the 
retiring operators collect a le per 
gallon “royalty” from neighboring 
stations for the business they were 
closing their sta- 
tions. Now, OPA says this is shelved. 


OPA planners are 


relinquishing by 


reported now 
thinking of setting up a government- 


owned corporation to buy up “un- 
necessary” or “duplicating” 
tear them down and salvage the ma- 
terials. 

Further evidence of the drastic 
steps contemplated by the war agen 
cies is the report that ODT has a 
plan for mileage control of all pas- 
senger cars or, as an alternative, 
government operation of all such ve- 
hicles. 

‘OPC Could Do It All 

With this talk going around, Mr 
Ickes probably reasons that the oil 
industry would rather have thess 
stringent measures—if necessary— 
ordered and supervised by persons 
familiar with the oil industry—that 
is, the OPC. And OPC would Teave 
some measure of control and initia- 
tive in hands of the industry, too. 

Oil just doesn’t fit into a pattern 
of industry regulation, such as_ is 
being fashioned by WPB, OPA and 
the other war agencies. Oil must 
be handled separately as it was in 
World War I, in the NRA and now 
—that is Mr. Ickes’ big talking 
point. 

That’s why Mr. Ickes has gone to 
the White House for a showdown. 

Legislation isn’t required to give 
Mr. Ickes full powers over Oil. It 
didn’t take a new law to confer 
WPB’s powers on Donald Nelson. 
An executive order did the trick 
It wouldn’t be 
Ickes had the draft of such an order 


surprising if Mr. 


for oil in his portfolio, when and if 
he gets the call to the White Houss 


Use Half of Motor 
And Save Gasoline, 
Sunoco Ads Advise 


WASHINGTON — Seal up half 
the cylinders in) your motor and 
thereby save gasoline—Sun Oil Co 

In full-page newspaper advertise- 
ments, Sun said use of half the 
cylinders, accompanied by simple 
motor and carburetor adjustments, 
would cut gasoline consumption one- 
third and give a motorist up to 50% 
more mileage per gallon. 

“Comprehensive tests,” Sun. said, 
“have proved that it is practical to 
run most automobiles—and still ob 
tain smooth, adequate and reason 
ably satisfactory transportation—by 
using only half the number of cylin- 
ders in the car and making simple 


motor and carburetor adjustments 


“This will mean up to one-third 
less consumption of gasoline and, in 
many cars, up to 50% more mileage 
per gallon. Also by reducing the 
use of excessive power, the rate of 


tire wear is substantially decreased 
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Stop the Bedevilment of Oil 
Or We Will Go on “Losing the War’ 


UST what. in heaven's name, does the 
milling mob at Washington want of this 


oil industry? 


One unit of Washington bureaucracy 
wants to ration the industry “this way”; an- 
other bureau would have it the “other 
way; a third group of “experts” would se- 
lect only the “socially desirable” oil busi- 
nesses and kill off the others; another 
would dismantle 80° of our stations and 
bulk plants and seize our tankage for “war 
purposes’; others would “buy” such equip- 
ment or require “royalties” to be paid on 
it by companies that survived the ordeal 
of “rationing”: still another would have us 
pool all our equipment inventories and let 
everyone who was short draw his needs, 
and let others who wanted a tidy profit 
broker” from the pool that had been 


created by thrifty oil men. 


The White House, or the Commander- 
in-Chief, or a special commission of sci- 
entists or college presidents, or WPB_ or 
maybe not WPB, or an “eminent New York 
jurist’ who has a back door key to the 


White House, would determine what tech- 
nical processes we would use to make rub- 
her, or whether we use our tires or give 
them to “war workers” or what? 


Bobbing out on the stage like a jack-in- 
the-box every so often is a representative 
of the Department of “Justice” who cries 
conspiracy” or “treason” and who threat- 
ens suits and indictments and more suits 
which he will settle for a “consent decree”. 


A LSO popping out in various marble halls 

at the Capital of this great country of 
ours, are “hearings” and “investigations”, 
where witnesses vie with each other as to 
the luridness of their “testimony” and var- 
ious “statesmen” delve into highly techni- 
cal and complicated oil industry problems 
then “report” just how it should be 
and are generally wrong. 


One would not think that the greatest 
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war in all history was on and that the oil 
industry was up to its neck in devising new 
methods and in constructing almost over- 
night more than a billion dollars worth of 
new plants. Nor would one suppose that 
the products of these plants must be in 
sufficient volume, of the right quality and 
at the right places about the world when 
needed, or else this country just ceases 
to exist as a free country? 


In looking at all this confusion and be- 
devilment of the oil industry, the ob- 
server from another world would not think 
that there isn't a single fighting piece used 
by any arm of the war services that isn’t 
entirely dependent for its effectiveness 
on the products that this much harassed oil 
industry makes? 


NE would not think that this country’s 

real hope for victory lies in producing a 
new and bigger armament of fighting and 
cargo airplanes, which must have simply 
tremendous floods of better motor fuel 
than we have ever made, to say nothing 
about lube oils that must stand still heav- 
ier punishment? 


And while the oil industry is trying, as 
never before, to help this country fight 
this war, it is also moving heaven and 
earth to keep the unfortunate civilian con- 
sumer at home from walking or freezing 
to death or having his tires and car seized 
by this merry-go-round crowd at Washing- 
ton. 

What in Heaven’s name does this crazy, 
shouting, fighting mob want? 

The oil industry might well take that 
question direct to the White House and 
oa 

“For God’s sake take this pack of screwy 
planners and bosses off our necks; tell your 
War and Navy departments to tell us what 
they want, when they want it and where; 
lock up the Department of Injustice ‘for the 
duration’ and give us vour solemn written 
promise to that effect, and then let us or- 
ganize our own industry the way we think 
best to get this job done.” 


Undoubtedly, from all we hear, those 


representatives of this troubled industry 
would also sav: 


“Give us Ickes and his present organiza- 
tion and give Ickes the authority to carry 
through ALL of our plans as well as the 
absolute authority—no_ fooling—to keep 
the Justice Department from stabbing us 
in the back when we are out fighting this 
war; and then tell the rest of this milling 
gang to go on and bother some one else 
but to leave us alone, tell them that they 
havent a thing to do with us any more 
for this war. We'll advise with Nelson 
and, if necessary, with Eastman, but no 
others. 


“We did all we were called upon to do 
and more for the Allies in the last war 
without anv meddling from government 
and we will do the same in this war if 
you will let us; but, we can’t do it if you 
don't call off these packs of reformers and 
incompetents and fussing busybodies.” 


HE above is said in dead earnest. Even 

the Administration, at last, admits that 
we are not getting on so well in this war. 
that there is a chance to lose it, and many 
a competent observer says bluntly that 
we are daily losing the war. 


The situation at Washington is bad 
enough as regards other industries, but it 
is worse as regards oil because authority 
over oil is scattered among nearly every 
war agency in Washington, with all of 
them scrapping for more say-so and power 
over oil. 

This is the American people’s war. They 
are paying the bill in taxes and disrupted 
and lost businesses and they are sending 
their boys out to fight. It certainly is not 
the exclusive war of the social reformers 
and bureaucrats at Washington. 

It is easily possible to lose this war just 
by messing up the oil industry so that it 
cannot provide its products without which 
our war simply cannot be fought. 

The only way this mess can be cleaned 
up is to put all the authority over oil in 
one place and let the oil men manage thei: 
own industry. 


(More Editorials on Next Page) 








Transportation, Not Rubber, Is Our Major Problem 


N ALL the uproar over saving rubber and 

rationing gasoline and fuel oil, the vari- 
ous social reformers may have rather lost 
sight of the main need of this country 
ind that is more and better transportation. 

ODT in a statement last week stepped 
out and said that was what it was chiefly 
interested in. ODT has been hearing much 
from railroad officials about not giving 
them sufficient steel to make new locomo- 
tives and new cars and rails to replace 
those that are wearing out at a greater than 
normal rate because of the tremendous war 
traltic. 

ODT also is cognizant of the great wear 
ind tear on tank cars and rails by reason 
of the simply phenomenal—superlatives are 
justified here—movement of oil to the East 
Coast. At the rate at which the Navy is 
NOT stopping submarine attacks on tank- 
ers, especially in the Gulf, it looks as if 
the tank car movement to the East Coast 
will have to continue indefinitely. 

Whether ODT’s idea for limiting use of 
cars by reading one’s speedometer is sound 
is aside from the point that ODT is look- 
ing at the need for transportation and is 
seeking the best way of filling that need 
for every car owner. 

One hears considerable criticism, even 
umong men who should be well informed, 
igainst the speeding above 40 miles an 
hour of trucks. Such criticism overlooks 
the fact that we have just so many trucks, 
that there won’t be any more or at least 
many more for civilian use, and that we 
have the greatest demand for transporta- 
tion facilities in the history of the country. 

Therefore, instead of trying to limit 


trucks in essential service to any 40 miles 
an hour, their speeds should be hoisted 
to the maximum possible regardless of the 
wear and tear on tires if such greater speeds 
will give this country more of its much 
needed transportation. 


First, of course, trucks should be run 
all of the 24 hours of the day before higher 
speeds are used; but, if greater speeds 
are needed to get the necessary transpor- 
tation, then require such higher speeds. 


Such speeding trucks could carry signs 
telling the public that they are in the “Ex- 
pedited Transportation Division of the 
U. S. Truck Conservation Corps.” This 
now being-organized conservation corps, 
already under the jurisdiction of ODT, 
could well be expanded by the addition 
of such a division and still keep that 
expedited service within the realm of true 
truck conservation. 

So far as increased consumption of rub- 
ber by such higher truck speeds is con- 
cerned, we again go to the primary ques- 
tion of what do we need most—transporta- 
tion or rubber? 


It is now quite obvious that if Washing- 
ton authorities will just call off the build- 
ing contractors, ex-bankers and economists 
from deciding our highly technical ques- 
tions, we will provide all the rubber that 
this country will find any essential or worth- 
while war use for and that will undoubted- 
ly include enough for conservative use by 
border-line car and truck owners; all this 
without any excessive requirements of criti- 
cal materials for building these plants. 





Let Middle West Plan Its Own Answer 
If a Gasoline Shortage Should Threaten 


EFORE we have any more rationing of 

petroleum products, let the industry and 
the consumers of a given area run into a 
real shortage—one that the oil industry, try 
is it may, cannot overcome. 


Then let us think a bit longer about 
ipplying rationing as the remedy. Maybe, 
if the industry can work on the problem a 
few extra days, it may find a way to sup- 
ply the shortage. 

That is the substance of a statement is- 
sued this week by OPC Deputy Davies, as 
to the possibility of rationing the Middle 
West if the generous donation of more 
tank cars to East Coast service produces 
. Mid-West shortage. 

The Middle West—between the Missis- 
sippi River and the Alleghenies—has many 
sources of petroleum supply. Its oil re- 
quirements come by pipeline, lake tanker, 
river and lake barge and truck transport. 
\lso some of its requirements come from 
crude oil fields right in its area—lIllinois, 
Michigan, Ohio, Pennsylvania, Kentucky 
ind West Virginia. 


In addition to these sources and 65 re- 


fineries, the industry has a vast number of 
storage tanks in these oil fields, at pipeline 
terminals, at refineries and at bulk and 
service stations in these states. These tanks 
never are actually empty. Even after a 
theoretical shortage on incoming shipments 
exist it would be many days before enough 
of these tanks got empty to cause any par- 
ticular hardship. 


HILE this part of the oil industry has 
been doing its utmost, within the price 
and cost barriers raised by OPA, to supply 
the East Coast, nevertheless there is great 
flexibility in all these sources of supply the 
extent of which we would not know until 
a serious shortage was threatened. Just 
a few per cent additional effort by all these 
facilities and we might be surprised at 
the great volume of gallons they could 
produce and transport. Then, if some 
stations did run out, or only run low, we 
are sure that the people of this area would 
take most graciously a warning by the oil 
companies to reduce their consumption pro- 
portionately. 
This Middle West area would be a fine 





place to try out some intelligent educational 
work on the consumer if a shortage did 
arrive. as well as its being a fine place to 
discover the extra gallons of reserve thal 
we are sure the oil industry can produce. 

There is too much effort to impose a 
rationing plan on the Middle West by 
residents and mayors on the Atlantic coast 
Even a Providence, R. I., newspaper Sun 
day advertised to Ohioans to please accept 
rationing so that the East would not freez« 
and walk. 


HY should not the people of Ohio have 
something to say about how they are 
going to be treated? 

And why should not the oil companies 
in this area be given a chance to see what 
they can do under a real emergency? 

And why should not the oil companies 
be allowed to get together with THEIR 
OWN CUSTOMERS to see if they would 
not rather pay the slight additional cost— 
if any such—that might result from use 
of more trucks or possibly barges? 

If the Washington planners, who we are 
certain have contributed greatly to the East 
Coast shortage, will just let the Middle 
West oil companies work their problems 
of possible shortage out with the customers 
with whom they have been doing a suc- 
cessful business all these years, it is en- 
tirely probable that they will see a lesson 
in real democracy of business enterprise 
and American citizens successfully solving 
their problems without the injection of to- 
talitarianism, or fascism, or communism or 


socialism. 


“Split”, Says OPA 
To Independents 


HE East Coast oil companies are not 

only still, but again, holding the bag. 

About all the planners at Washington 
have done toward their part in “solving” 
the extra transportation cost problem is to 
cancel a good part of the recent price ad- 
vances, made to help pay the oil companies 
a $38,000,000 debt incurred by govern- 
ment on the part of the East Coast con- 
sumer. 

The RFC is still figuring, it assures the 
oil companies, on how to pay the money 
that is owed them. 

In the meantime, OPA, with great 
thoughtfulness, has not only reduced ma- 
terially the recent advances but is calling 
upon all Independents “who have enjoyed 
abnormal profits” or have “made sizeable 
profits” during this short higher price pe 
riod, to share those with their distributors 

Evidently, OPA doesn’t think the Inde 
pendents had to go to any extra expense to 
bring in their supplies? If that is the case, 
then why does not OPA find out how 
those Independents got in the additional 
supplies? 

But then, probably OPA does not wan! 
to prove to itself and the country that th 
time old economic principle works even il 
these New Deal war days, that a reason 
able price invites the ingenuity of men. 
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ji REFINERY MANAGEMENT ond == 
PETROLEUM CHEMICAL TECHNOLOGY — = 


‘Quick’ Refinery Program 
To Supply 8 War Products 


NPN News Bureau 


WASHINGTON — 


products are now 


Eight war 
involved in the 
OPC. refinery conversion 


vhic h 
‘quick butadiene” 


program 
started out to produce 
from existing fa- 
ilities. 

At the outset, the OPC and inter- 
‘sted industry committees contem- 
buta- 


with 


plated only production of 


liene for synthetic rubber, 
iccompanying_ by-products— 
benzene (for 
100-octane, ete.) 


100-octane, 


toluene (explosives), 


stvrene, Cumene, 
ind xvlene 


te 


(lacquers, 


As the 


yped, it was found that war needs 


“quick” program devel- 


tor other products could also be 


supplied 


Other ‘Quick’ Products 
These included: Butylenes for 
ilkvlate (100-octane), for feed 
stock to butylene-process plants in 


‘permanent” butadiene 


program; 
Butyl rubbers and 


diisobutylene 


so-buty lene tor 


ilkvlate: 


0 isobutylene or hydrogenation to 


for cracking 
' 

sooctane, and codimer for hydro- 
genation to make isooctane or re- 


racking to get isobutylene. 


So, the OPC program, besides sup- 
ving “quick 
t source of 
idditional 

juick 


butadiene”, also is 
“quick Butyl rubber”, 
“quick 100-octane” 


toluene”, and “quick cu- 


Small quantities of non-war prod- 
ts will be 
quick” program for war prod- 

However, 


manufactured also in 


} 


these won't con- 


ribute to any “surplus”. The ad- 
litional output will be more than 
by amount of the non-war 
roducts used «as raw 


[tlic k 


; asoline 


materials in 
program—such as “dis- 
which 
een piling up due to reduced 
mption 


, naphthas, ete., 


how far the “quick” pro- 
4ram will be expanded for buta- 
probably will be decided from 
esi of rubber investigation un- 


idance of Baruch commit- 


re remains the 


ut tails of 


task of working 
contracts with De- 
Supplies Corp., RFC 


ry t 


subsidi- 


some other 


government 
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agency, for purchase of these 
products’. 


“quick 


Contracts will probably be on a 
cost-plus basis. 

There is no experience data on 
these converted operations, so re- 
finers cannot say how much their op- 
erating or maintenance costs will 
be. One plant may require exten- 
sive changes, others very _ little. 

widely. So, it is 
expected that most contracts will 


Yields will vary 


have to be on a cost-plus basis. 

Contract Provisions Suggested 

It is generally agreed by partici- 
pating refiners that such contracts 
should include: Provision for pur- 
chase of entire output of war prod- 
ucts; a price covering raw material 
cost, operating cost, a charge for 
equipment used and an operating 
fee to be fixed by the government; 
payment of entire cost of convert- 
ing refinery, rental or purchase of 
supplementary equipment from 
other refineries, cost of transporting 
it and, after the 


disassembling _ it, 


contract expires, 
restoring to orig- 
inal condition and return to. orig- 


inal location. 


Financing Discussed 


Some refiners may be willing to 
handle all financing needed for con- 
verting their plants, with costs amor- 
tized from sale of the products or, 
if the purchase contract doesn’t last 
long enough for this, then the gov- 
ernment to pay the unamortized 


amount value. 


less salvage 

For other refiners, especially the 
smaller companies, 
gested that the government buy or 
rent the additional equipment need- 
ed, transport it to the plant site and 
it to the 


it has been sug- 


lease refiner. 





N.P.A. Selects Pittsburgh 
For Annual Meeting 


NPN News Bureau 
WASHINGTON — Annual meet- 


ing of National Petroleum Assn. will 
be held Sept. 17 and 18 at the Wil- 
Hotel, 
“by reason of the fact that all of the 
suitable hotels at Atlantic City have 


liam Penn Pittsburgh, Pa., 


been taken over by the Army Air 


Corps,” the association has an- 
nounced. 

N.P.A. said the program would be 
closely related to the war effort and 


details will be announced later. 


Technical Personnel Listed 
By Employment Service 
NPN News Bureau 
WASHINGTON — Companies 
handling war work will soon be told 
how to obtain scientifically-trained 


personnel, such as chemists, engi- 
neers and metallurgists, Chairman 
Paul V. McNutt of the War 
Manpower Commission announced 
Aug. 10. 

U. S. Employment Service has 


been told to find out how many em- 
ployes of this type will be required 
during next 2 


by war industries 


vears. 


Discuss Refinery Pumps 
NPN News Bureau 
TULSA — Discussion of pumps 
will feature the technical group 
meeting of Western Petroleum Re- 
finers Assn. in Washington-Youree 
Hotel at Shreveport Aug. 14. A 
paper entitled “Trends in Centrif- 
ugal Refinery Pumps”, prepared by 
Drew T. Whiting and K. 
of Ingersoll-Rand Co.., 
sented by Mr. 
ing the 


P. Hurley 
will be pre- 
Whiting. Follow- 
paper there will be the 
usual round-table discussion. 





districts will be 


Crude runs to stills (Da. avg 
Gasoline 
cluding 


production at refineries in- 
natural blended 


Finished & Unfinished gasoline stocks 
Gas oil & distillate stocks 
Residual fuel oil stocks 





Refinery Operations 


(American Petroleum Institute figures in barrels of 42 gallons. 
U. S. totals and are on a Bureau of Mines basis. 
published in Aug. 19 NPN.) 


Figures are 
Breakdown by 


Week 
Ended 
Aug. 8, "42 


3,561,000 


Week 
Ended 
Aug. 1, °42 


3,672,000 


Week 
Ended 
Aug. 9, °41 


3,912,000 


11,155,000 
81,315,000 
39,024,000 
78,575,000 


11,138,000 
81,324,000 

7,530,000 
78,383,000 


12,965,000 
84,073,000 
43,996,000 
93,189,000 













‘Gas’ Stocks Dip, 
Refinery Runs Up, 
G.C.R.A. Reports 


Special to NPN 

HOUSTON — Membership of 
Gulf Coast Refiners Assn. increased 
crude runs to stills but generally re- 
duced stocks of all products, ac- 
cording to G.C.R.A. inventory re- 
port for the last half of July. Crude 
runs to stills averaged 75,238 bbls. 
daily, or at 44.3% of total rated 
capacity, an increase of 2.7% over 
first half of July. 

Gasoline stocks totaled 2,698,484 
bbls. Aug. 1, a decrease of 208,281 
bbls. from 2 weeks previously. 

Kerosine stocks Aug. 1 
196,374 bbls., down 8048; Diesel 
gas oil 867,872 bbls., up 80,418; 
Diesel fuel oil stocks 101,479 bbls., 
up 21,937, while stocks of all other 
types of gas oils totaled 1,339,428 
bbls., an increase of 139,100 bbls. 
No. 5 fuel oil stocks at 430,223 
bbls. decreased 20,433; bunker “C” 
fuel at 280,857 bbls. decreased 
20,436, and cut-back asphalt at 16,- 
754 bbls. decreased 30,945. 

Total stock of all petroleum prod- 
ucts was reported at 5,931,471 bbls., 
an indicated decrease of 46,688 bbls. 
5,978,159 bbls. reported July 


were 


from 


15. 


Refinery Strike Ends 

NPN News Bureau 

TULSA—Strike at Skelly Oil 
Co.’s 25,000-bbl. El Dorado, Kans., 
refinery, enforcing idleness on 300 
employes since July 31, terminated 
late Aug. 5 when agreement be- 
tween management and union of- 
ficials was accepted by both sides. 
Negotiations had been going on 
since the strike 
concluded without the 


began, but were 
intervention 
of a mediator, an official said. 
Officials 
nor deny published reports that the 
union had asked a blanket wage 
boost of 20c per hour but said “an 


would neither confirm 


which is 
both 


agreement Was reached 


mutually. satisfactory to 
parties” 

The 8000-bbl. plant of the El 
Dorado Refining Co. was shut down 
Aug. 5 as an indirect result of the 
Skelly strike, 
pends on Skelly’s lines 


since the refinery de- 
, aS a com- 
mon carrier, for its crude supply. 
Operations there are said to have 


been resumed also. 
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Rubber ‘Conspiracy’ Charges 


Hurled by Texan at Hearing 


NPN News Bureau 
WASHINGTON—Casting all dip- 
lomatic verbiage aside, an independ- 


‘ 


ent East Texas oil producer and re- 


finer packed the Senate patents 


committee room on Aug. 5 with an 
audience that listened attentively as 
this operator, Judge C. R. Starnes, 


Gladewater, Tex., hurled charges 


right and left in testifying that his 
company—the East Texas Petroleum 
Derivative Co., comprised of | six 
Pexas refiners—had received a “run- 
around” at the hands of RFC’s Rub- 
Reserve Co. and the Office of 
Petroleum Co-ordinator. 


ber 


the 


Starnes charged, his company has 


For past 7 months, Judge 
been stymied in its efforts to get 
necessary priority assistance, financ- 
ing and “know how” to proceed on 
100- 


octane gasoline plants which gov- 


construction of butadiene and 


ernment told him were badlv need- 


ed 


Charges ‘Conspiracy’ 


failed to 
where, Judge Starnes said a num- 
had 


countered less trouble and had had 


Although he get any- 


ber of major companies en- 


their contracts approved. In view 
of this, combined with the fact that 
OPC and Rubber Reserve “end- 
lessly conferenced him”, he con- 


cluded: 


“There exists in this country to- 
day a group of men who are less 
interested in the victory of Ameri- 
can arms in this struggle than they 
are in the continuance of their in- 
ternational petroleum and synthetic 
rubber monopolies.” 


Cites ‘Secret Patent Committee’ 


Throughout Judge Starnes’ testi- 
he made reference to “the 
Secret Patent Committee”, explain- 
ing that he was unable to find out 
exactly who comprises this commit- 
He be a 
group set up to exchange patent ap- 
plication 


mony, 


tee. said “it seems to 
which 
never been done before in the his- 


information, has 


tory of our country so far as T can 
find.” 


This “Secret Patent Committee”, 
he charged, results in freezing the 
independent out of the “know how” 
technique needed to make synthetic 
rubber, 


Sen. Bone, committee chairman. 
remarked that this sounded like a 





C. R. Starnes 

“selective service in that field” 

After months of going back and 
forth between Rubber Reserve and 
OPC, as well as taking trips over 
the entire country, Judge Starnes 
testified that he was finally given a 
“relief of secrecy” letter. This let- 


ter purported to clear the way so 


he could obtain information from 


the companies possessing the “know 
how” on synthetic rubber 
Blocked Him 


Says Dearnborn 


But, 


panies, 


upon going to these com 


Judge Starnes claimed he 


found that Richard J. Dearborn, 
Rubber Reserve consultant, had 
sent these same companies a wire 


telling them not to release the in- 
this “relief of 
letter supposedly called for 


formation secrecy” 


“By wire and under cover, Mr. 
Stanley Crossland (Rubber Reserve 
vice-president), Dr. Weidlein 


of Rubber Reserve) and Mr 


born warned everybody I 


(also 
Dear- 
was ap- 
proaching, including Lummus, Phil- 
lips Petroleum and Union Oil Co. 
not to 
letters,” Judge Starnes testified 


of California, honor these 


Charges ‘Conspiracy’ Exists 


Judge Starnes prefaced his testi- 
mony by charging existence of “a 
the free de- 
velopment of a synthetic rubber pro- 


conspiracy to prevent 


gram in this country”. This “con- 


spiracy”, he charged, is “directed 
from outside the government by Mr. 
Frank A. Standard Oil 


Development and 


Howard of 


Co man- 


aged and directed from inside of 
the government by Mr. Richard J. 
Dearborn, vice-president and gen- 
the 


Co., executive vice-president of the 


eral patent attorney of Texas 


Gasoline Products Co.” 
Accompanying Judge Starnes was 

Dr. Maurice B. Cooke, Plainfield, 

an 2 worked 


Judge Starnes as a technical consult- 


who formerly for 
ant and who backed up much of 


Judge Starnes’ testimony concern- 


ing the “run-around”. 
Hiked Estimates 


Because of the relatively low cost 
of his company’s butadiene process 
compared with cost figures of the 
major oil companies, Judge Starnes 
said he’d been told to hike them a 
bit. He testified that in 
he’d doubled the figures, although 
that 
Much criticism was lev- 


one Case, 


he knew the return would be 
exorbitant. 
eled at 


cause of its low cost figures. 


his company, he said, be- 


Except for a few alterations 


Judge Starnes said the “quick” buta- 
diene process now planned for wide 
originally his company’s 


use Was 


idea. 


Names of six refineries compris- 


ing the East Texas Petroleum De- 
rivative Co. are: East Texas Refin- 
ing Co., Independent Refining Co., 
Lynch Refining Co., Premier Oil 
Refining Co., Lacy Refinery, and 


Gladewater Refining Co. 


* * * 


Farish Charges 
‘Smear’ Campaign 


NPN News Bureat 
WASHINGTON - New 


Standard is being made the object 


Jersey 
“of a vicious smear campaign”, ac- 


the Jersey’s President 


asked 


Bone of Senate patents committee 


cording to 


Farish, who has Chairman 


why his committee was being used 
as a “sounding board” for “reckless, 


or <.,. R. 


independent 


unsupported accusations” 
Starnes, East 


producer and _ refiner. 


Texas 


Text of Wire 


Text of Mr. 
sent Aug. 6, follows: 


Farish’s telegram. 

We are proud of our record of ac- 
complishment in this war. In spite of 
this record, known to every govern- 
ment war agency, 


my company is 


being made the object of a vicious 
smear campaign. We are, therefore, 
at complete loss to understand why 
you permitted the facilities of your 
committee—which make up a great 
national sounding board—to be used 


vesterday for reckless, unsupported 


NATIONAL 


accusations. This procedure cam 
be the 


fair play and impartiality which tl 


reconciled with spirit 


public has a right to expect of 
chairman of a great Senate Cor 
mittee. 

The charges involving Standa 


Oil Company of New Jersey also ca 
doubt on the loyalty, the patriotis: 
and the motives of many persons 
key positions in the Government ai 
in many private Companies not co 
nected with Standard. The m¢ 
slanderous statements were not co 
tained in the text presented to tl 
press. The first four pages ar 
the pages from 26 through page 30 
were torn from the press release, a1 
these mutilated copies were actual 
distributed to the press in your Con 
mittee room by your own Commit 
tee counsel. Your counsel can har 
lv plead that he was unaware of t! 
wild and scurrilous nature of tl 
statements the witness was going t 
make. This omitted matter—whi 
Was later read into the record unde) 
privilege—was by this trick put out 
side the libel laws. 


The circumstances of the witness s 
appearance are peculiar. Eve 
though you personally stated that he 
had appeared on his own initiative 
it is a singular coincidence that the 
testimony of this man was presente: 
on the identical mimeographed set | 
up as had the 
previous witnesses, presented und 
the Committee’s sponsorship. 


been testimony 


An example of the glaring tals: 
hoods and disrepresentations in yes 
terday’s testimony which your cow 
sel must have failed to explore 
to verify includes the charge, “that 
Standard Oil Company of New Jer 
sev now owns enough stock in the 
Texas Company to control it”. Ther: 
is no corporate relationship what 
ever between our company and thi 
Texas Company. 


I also wish to contradict flatly M 
C. R. Starnes’ reckless assertions 
that my company is in 
denying him a license or withholding 
information on the manufacture 
Butyl rubber or Flexon. Mr. Starnes 
formally applied to my company fo1 
information on the manufacture o! 
Butyl rubber on July 6th. We sent 
him on July 8th all of the informa 
tion which we could supply without 


any Wal 


violation of Government — secrec) 
orders. At the same time we ol 
fered him an emergency form 


license, as this was exactly what 

asked for. Although we sent him ‘ 
free license, in accordance with out 
public offer of March 10, 1942, Mr 
Starnes has been objecting for th 
last three weeks to the form and 
scope of this license. Typical 

his attitude was his complaint that 
the license offered was limited 

the United States, its territories a’ 


its possessions. 


Like all Americans we want 
get in with this war. We have hes 
tated to contribute in any way [0 
prolonged public controversy ane 
name-calling. But the abuses 
democratic privilege and procedures 
which occurred at yesterday's heat 
ing, must be promptly and open!) 
branded for what them are or w' 
shall be in danger of losing the ver 
things this nation is fighting for 
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The dependability of “Old Faithful” geyser is 
proverbial. Likewise Buckeye Foot Valves and 
Angle Check Valves are famous for their depend- 
ability. 

Today every station owner knows the impor- 
tance of having dependable Foot Valves or Angle 
Check Valves so his pumps may be primed and 
ready ... ALWAYS. Buckeye Valves have what 
it takes to give this service. 


Dypf iG. 464 DOUBLE POPPET ANGLE CHECK ¥ 


sy a 


GUST 12, 1942 


; * 
‘Ola Kaif 








FIG. 439 
DOUBLE POPPET 
FOOT VALVE 


Since every product is hard to obtain these days 
those to be used for maintenance and repair must 
be of the finest quality. They must give the very 
finest service under all conditions. They must have 
that built-in quality which assures station owners 
of performance, over the years, just as certain as 
“Old Faithful” itself. Because these valves have 
always been made to meet these requirements, they 
have been giving complete satisfaction in thou- 
sands of installations, all over the country. 


BUCKEYE IRON & BRASS WORKS «+ 356 East Third St, Dayton, Ohio 
Distributors In all Principal Cities 


The COMPLETE Buckeye Line of Valves and Fittings 
for service stations and bulk plants is known and used 
all over the country. It is fully described in our 
Catalog No. 11. Write for your free copy TODAY. 


Bucky? 


QUALITY FITTINGS 
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Depletion Allowance Maintains Birth Rate 


Of Oil Wells, Gore Tells Senate Committee 


NPN News Bureau 
WASHINGTON—Object of the 
depletion allowanace is “to main- 
the birth of 
Thomas P. Gore, former Oklahoma 
Senator 
mittee Aug. 10 in opening oil indus- 


tain rate” oil wells, 


told Senate Finance com- 


try’s case for continuance of deple- 
tion allowance. 
Secretary of Treasury Morgen- 
thau has asked Congress to elim- 
inate depletion allowance — on 
grounds that it is a “special privi- 
lege” and that government would 
benefit from additional taxes. 
Opening day’s hearing was sad- 
dened by news that one of the oil 


industry witnesses slated to testify, 


J. E. Moorhead, had died the day 
before in Washington. Mr. Moor- 
head was executive secretary of 
Pennsylvania Grade Crude Oil 


Assn 
Other Witnesses Listed 
Opposition to elimination of de- 
pletion allowance was strong, with 


addition to 
Senator Gore, testifying for its con- 


following in former 


tinuance: 

Harold B. Fell, Ardmore, Okla., 
Inde- 
pendent Petroleum Assn. of Amer- 
ica; Gov. Matthew M. Neely, West 
Virginia 
West Virginia; and 
Thomas of Oklahoma. 


executive vice-president — of 


Kilgore, 
Lee 


and Senators 


and 


Cites Benedum as Example 


Governor Neely said M. L. Bene- 
dum, famous wildcatter, was now 
drilling in West Virginia at greater 
depths than ever before and gam- 
$250,000 on 
Work by such wildcatters as 


bling over this ven- 
ture 


Mr 
if depletion allowance was killed, 
Csovernor Neely 


Benedum would be impossible 


said, emphasizing 
that majority of wildcatters are not 
is successful as the already-legend- 
iry Benedum. 


Senator Lee said “no practical 
man should make such a proposal” 
s elimination of depletion allow- 
He doubted if the U. S. 


would lose anything by 


nice 


Treasury 


retention of depletion He saw 
considerable loss in tax revenue 
without it, as many small com 


panies would be forced out of busi- 


Ness 


\ posthumous statement of Mr. 


Moorhead’s said Pennsylvania pro- 


duction of oil “is looked to by our 
government as the primary sourcé 
of high-grade aviation oils required 
by the air fleets of the United 
States and the United Nations.” The 


statement went on to say that Penn 


Grade crude yields 22% of high 
grade lubricating oil compared 
with 2% to 5% usually for “other 
crudes”. 

The Moorhead statement con 
tinues: 


More Penn Grade Needed 


“The supply of these oils hinges 
mainly on the ability of the produc- 


ers to lift the crude from the 
ground. The current stocks of 
both crude and the primary re 


fined products are at an_ all-time 


low. There is a margin of unused 


refining capacity There is much 
material 
available. In the in 
the effort the 


anxiety of our producers to mak 


drilling and development 
immediately 
and 


terest of wal 


their maximum contribution to its 


prosecution, Wwe must protest 
against the elimination of or chang: 
in the present depletion provisions 


in the tax law.” 


Any 


head’s statement 


Mr. 


will 


Moor- 


neces 


such changes, 
said, 
sarily reduce the supply of gasoline 
the 


and fuel oil sorely needed 


East Coast.” 


on 


In his testimony, representing the 
beliefs of 41 
tions, Mr. Fell made these 7 


oil industry associa- 


points 


1—That it has long been the policy 
of Congress to encourage the ex 
ploration and development of pe- 
troleum reserves by providing in 
the tax law reasonable incentives 
for exploration and assurances of 
some relief from the 
hazards of the business 


unusual 


2—The wisdom of such a policy has 
been demonstrated by the 
plishments in the finding of new 
reserves and by the development 
of new methods for the 
of oil from existing reserves dur- 
ing the past 25 years. 


accom 


recovery 


3—Present known reserves, although 
great, are not sufficient for the 
safety of the nation and its allies 
{—Continuation in the tax law of 
existing incentives and assurances 
is more important than ever, not 
only to encourage exploration and 
developments, but to maintain pro 


duction from thousands of wells 
that might otherwise be aban- 
doned. 

5—Percentage deple tion and the 


right to deduct intangible drilling 
and development costs in the year 
in which they are incurred have 
proven to be a practical and rea- 
sonable means of providing such 
incentives and assurances. 
6—Suggested substitute methods (as 
asked by the Treasury) are im- 
practical and if adopted would 
destroy the incentives now exist- 
ing. 
7—Revenue to be gained through 
abandonment of established provi- 
sions is far too small to compen- 
sate for threat to our petroleum 
supremacy, particularly during the 
greatest war in history. 
Developing his conclusions, based 
upon these seven points, Mr. Fell 
stated, in part: “The question raised 
by the Treasury’s recommendations 
(to eliminate depletion and intangi- 
ble costs) is not merely a matter of 
The 


Congress 


taxation, or even fiscal policy. 


real question is whether 
believes it wise to change its long 
established policy of encouraging the 
development and maintenance of the 
resources at a 


nation’s petroleum 


level adequate to meet any emer- 


gency requirements. 


Danger to Reserves Cited 


“Considering the magnitude of the 
over-all budget, the additional rev- 
Mr. Morgan- 
$80,000,000 


nually ), resulting from the proposed 


enue (according to 


thau’s estimate, an- 
changes is indeed insignificant when 
weighed against the dangers of de- 
clining national petroleum reserves. 

“Where does the national inter- 
Mr. Fell the 


maintenance of an adequate petro- 


est lie,” asked, “in 
leum supply or in a comparatively 
small increment of its tax receipts? 
For, I can assure you gentlemen, in 
this both 


Adoption of the Treasury’s recom- 


case we cannot have 
mendation would certainly be fol- 
lowed by such a drastic decline in 
exploratory work that the effect on 
reserves would be felt within a short 
period. This is not a matter of opin- 
ion. Application of the laws of sim- 
the 
the 


its 


arithmetic gives 


One of 


nation is 


ple 
able 


assets ot 


inescap- 
answer. greatest 
this 
petroleum resources 

“We are 


plight of the Secretary of 


proven 


with 
th the 
Treasury in the necessity of search- 
the 
for 


deeply sympathic 


for funds to finance 
We 


scrutinizing 


ing new 


do 


with 


blame him 


the 


war. not 


utmost care 


NAT 





possible source of increased 


every 
revenue. The petroleum industry is 
willing to pay its fair and equitabl 
increased taxes that it 


share of any 


may be necessary to levy. 
unthinkable 


“However, it seems 


in the greatest crisis that has ever 
confronted our nation, when our 
verv existence is at stake, that « 


tried and proven continuous policy 
that 
able in our nation the largest pe 


has resulted in making avail 


troleum reserves in the world, would 
the 


result 


be abandoned in favor of un 
Such 


in a situation that might lose th 


known. action could 


war. We therefore express our com- 
plete confidence that this Congress 
will not make any change in the 


percentage depletion allowances in 
the 
present right to expense intangibl 


income tax law, nor in our 


development costs. 


Texas Hikes Allowables 
To Meet Demand 


Special to NPN 

\USTIN—Texas Railroad Com 
mission has hiked Texas oil pro 
duction 94,412 b/d for August 
Action came after protests fron 
Humble Oil that it could not get 
enough high-octane crude to pro 
duce toluene at full capacity. Or 


Aug. 8. 


Petroleum 


der was effective 
Office — of 
tor filed a certificate with the com 


Coordina 


mission in which it hiked its earlier 
Texas estimate of 1,396,700 b/d by 
approximately 60,000 b/d. 

Olin 
stated that the order would appear 
to exceed OPC’s estimate 
tual the 
would be slightly under due to in- 


Commissioner Culberson 
but ac 


production over mont) 


ability of some fields to make their 


allowables. 


Louisiana Sets Hearing Date 
cial to NPN 
Statewid 


Spe 
BATON ROUGE — 
demand hearing for crude nomina- 
tions during September and Octo 


ber 


has been called by Louisiana 


Department of Conservation — for 
Aug. 19 at Monteleone Hotel, New 
Orleans. Purchasers must file nom 


inations in triplicate by hearing dat 


Hearing also will consider amend 


ing orders relating to decreasing 
wastage of gas and limiting basi 
gas-oil ratios for oil wells. 
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The UOP Isomerization process 


Universal has developed and has licensed for 
commercial operation the U.O.P. isomerization 
process to produce isobutane from normal bu- 
tane It is a catalytic process employing alum- 
inum chloride as a catalyst 


A number of installations are already under 
construction 


Isobutane is scarce, but normal butane is 
plentiful That’s what makes the process so 
important 


Isobutane reacts with olefins to produce 
alkylate and alkylate is a vital component of 
100 octane gasoline 


So the more isobutane there is available the 
more combat aviation gasoline American re- 
finers can make to keep ’em flying all over the 


world 


Universal engineers have designed isomeri- 
zation units that effect maximum conversion 
from normal to isobutane while at the same 
time requiring minimum tonnage of scarce 
materials for their construction 


Process and unit designs are at the service 
of all refiners under license from Universal 


OIL 1S AMMUNITION — USE IT WISELY 


Universal Oil Products Co 
Chicago, Illinois 


Dubbs Cracking Process 





dP 
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Owner and Licensor 


THE REFINERS INSTITUTE OF PETROLEUM TECHNOLOGY 
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Davies Hits Overproduction of Quotas 


But Says Most States are Cooperating 


NPN News Bureau 
WASHINGTON — “Inefficient 
operation and loss of oil recovery” 
is the end result when oil producing 
states fail to comply with OPC’s 


monthly recommended 


production 


rates. 


This statement was made, Aug. 
7, by Deputy Petroleum Coordina- 
tor Davies in announcing that most 
states have complied with OPC’s 
certifications. An analysis, he said, 
‘revealed that of the states 
have cooperated excellently in ad- 
justing their production rates to con- 
form with the national wartime pro- 
duction schedules.” 

Oklahoma, Illinois, | Colorado, 
West Virginia and Nebraska have 
been unable consistently to pro- 
duce as much petroleum as the cer- 


most 


tifications call for’. Production 
rates in Illinois and Oklahoma have 
been declining “because of the lack 
of discovery of important new fields 
and because of the natural decline 
in productive capacity of the fields 
presently being produced. 


Others Overproduce 


“Certain other states have con- 


sistently and substantially exceeded 
the certifications,” 
adding: 


Mr. Davies said, 


“Not only is this practice unfair 
to states that are complying with 
the certifications, but it results in 
inefficient operation and loss of oil 
recovery when wells and fields are 
permitted to produce without re- 
strictions. It is axiomatic that low 
er production rates are the most 
efficient rates and will result in sus- 
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TOTAL UNITED STATES 
Recommended 
Actual 
Actual 


Over Recommended 
Actual 


Under Recommended 


°June Actual Rates Estimated from A 


Volumes in Barrels, Daily Average 


January February 


March 


tained production over a period of 


years. 

“This is in contrast to the practice 
of permitting the wells and fields in 
any specific producing area or state 
to produce at capacity, thus prema- 
turely exhausting the natural en- 
ergy that causes the wells to flow. 
Past experience has indicated the 
latter practice to be wasteful of 
petroleum, inasmuch as a large pro- 
portion of the oil is thereby trapped 
underground to remain irrecoverable 
by present production methods.” 


Replace B of M Figures 
OPC 
placed 


certifications re- 
Bureau of Mines 
figures last January. 


monthly 
demand 
This was done, 
OPC explains, “as a means of pre- 
paring the nation for a long war 
by assuring adequate, sustained pe- 
troleum supply”. 

Following is a table showing daily 
recommended rates of petroleum 
liquids vs. actual production for all 
oil states: 


April May June® July 
4,379,900 4,343,300 4,019,200 3,666,800 3,474,500 3,636,500 3.842.800 
4,379,000 4,311,500 3,919,200 3,710,400 3,733,000 3.910.600 
43,600 298,500 274,100 
900 31,800 100,000 


and Bureau of Mines Data 





Smackover Wells to 


be Plugged Back 


Following Field-Wide M-68 Exception 


NPN News Bureau 
WASHINGTON 


Smackover field in southern Arkan- 


Operators in 


sas now have WPB permission to 
plug back wells to shallower pro- 


ducing horizons. Permission 


was 
granted at OPC’s recommendation 


in Order M-68-4. 

Producing lives of many Smack- 
over wells will now be prolonged 
is result of the order, OPC explains, 
idding that the authorization elim- 
inates necessity for each operator 
ipplying individually for an M-68 
exception. 

“As than 3700 wells had 
been completed in the Smackover 
field by the end of 1941, this pro- 
cedure 


more 


(individual 
would have 


applications) 
considerable 
delay and expense, as well as some 
loss of production,” OPC says. 


involved 


Application for a field-wide ex- 
ception of M-68 was initiated by 
Arkansas Oil and Gas Commission 
and is first case on record in which 
a state agency has held a field-wide 
hearing, assembled and 
prepared an application for 
exception in behalf of all operators 


in the field. 


This 


evidence 
then 


procedure is “strongly” 
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favored by OPC wherever practica 
ble. 

“Need for a program 
in the Smackover field arises from 
the fact that the 
producing from lower 


plugging 
many of wells 
the 
are making so much water that they 


ZONES 


are no longer economical to op 
erate,” OPC explained 
“The permit all op 


erators in the field to plug back 


order will 


to higher producing zones at will 
and recomplete wells so that the 
recoverable oil remaining In sue h 
zones can be produced from exist 
ing wells. 

“About the only critical materials 
required for the operation are ce- 
ment and perforating bullets. Ce- 
ment is used to plug a well to a 
shallower producing zone, but bul- 
lets to pierce the casing at the new 
level at which production is being 
sought. 

“The Smackover field 
area of some 29,500 acres in Oua- 
chita and Union Counties, Ark. It 
has April, 
1922. recoverable re- 
serves of oil 
423,000,000 bbls. 
389,304,000 bbls. 
duced by Jan. 1, 


covers an 


been producing since 
Original 
were estimated at 
Approximately 


had 
1942. 


been pro- 


The aver- 


age density of producing wells is 


one well to about 18 surface acres.” 


Text of M-68-4 follows: 
TITLE 32—NATIONAL DEFENSE 
Chapter IX—War Production Board 


Subchapter B—Director General for 
Operations 

1047 
Conservation 

Order 


authorized by 


Part Petroleum Material 


(Supplementary M-68-4) 
Field exception 

(c) (10) of 

as amended. 

§ 1047.9 Supplementary Order M-68-4 

(a) Wells Located in the Smackover 
Field, Ouachita and Union Counties, Ar 
kansas. Pursuant to the 
paragraph (c) (10) of 
der M-68, as amended, it has been de- 
termined that the use of the Material re- 
quired to plug-back any well which is 
located in the Smackover Field of Oua- 
chita and Union Counties, Arkansas, from 
the formation or formations which 
such well is producing to any shallower 
formation or formations and_ to 
plete such well in such shallower forma- 


paragraph 


conservation order M-68 


provisions ot 
Conservation Or 


from 


recom- 


tion or formations is necessary and ap- 
propriate in the public interest and to 
promote the war effort. Therefore, any 


operator, engaged in Production in the 
Smackover Field of Ouachita and Union 
Counties, Arkansas, is hereby authorized 
to use the Material required to plug-back 
any well which is located in field 
from the formation or from 
which such well is producing to any 
shallower formation or formations 
recomplete such well in such shallower 
formation or formations. (P.D. Reg. 1, 
as amended, 6 F.R. 6680; W.P.B. Reg. 1, 
7 F.R. 561; E.O. 9024, 7 F.R. 329; E.O 
9040, 7 F.R. 527; E.O. 9125, 7 F.R 
2719; sec. 2 (a), Pub. Law 671, 76th 
Cong., as amended by Pub. Laws 89 and 
507, 77th Cong.) 


such 
formations 


and to 


Issued this 8th day of August 1942, 


Amory Houghton, 


Director General for Operations 


NATIONAL 


Method of Filing 


For M-68 Relief 
Outlined by OPC 


NPN News Bureau 

WASHINGTON — OPC has out 
lined correct procedure 
for members of natural gas and nat- 


following 


ural gasoline industries in filing ap 
plications for exceptions to Conser 
vation Order M-68: 

“Copies of applications for excep 
tions are to be forwarded to the 
Director of Natural Gas and Natural 
Gasoline, Office of Petroleum Co- 
ordinator, New Interior  Bldg., 
Washington, D. C. 

“The division will handle applica- 
tions for exceptions concerning the 
use of materials in natural gas wells; 
condensate or distillate wells and 
natural gasoline, cycling, pressure 
maintenance or repressuring plants 

“Applications for exceptions in 
other production branches of the in- 
dustry will continue to be forwarded 
to the Director of Production (same 
Washington address as above). 

“In all cases, 3 copies of the ap- 
plications should be sent directly to 
the division concerned in Washing- 
ton. A fourth copy should be mailed 
or delivered to the OPC district di- 
rector of natural gas and _ natural 
gasoline or the district director of 
production, as the case may be. 
for the district in which the lease 
pool or plant is located. 

“The applications for exceptions 
in the natural gas or natural gasoline 
branch will he exnedited if industry 
operators will address their copies 
correctly. 

“The procedure applies to all 3 
anplication forms for exceptions un- 
der M-68: Form 214-a is used by 
onerators avvlvine for an exception 
for an entire pool or drilling pro- 
sram: Form 241-h for an exception 
for an individual lease. property or 
well and Form 214-c for an excep- 
tion for a eveling plant or a repres- 
suring plant.” 


Compact Appoints Baumel 
To Research Group 


Rnecial ta NPN 
AUSTIN—Jack Baumel, chief pe- 


troleum engineer and director of 
production for Texas Railroad 
Commission, has been appointed 


to membership on the research and 
of the In- 
Compact Commission, 

Phillips, Oklahoma, 
chairman of the compact announces 

Mr. Baumel replaces Dr. F. V. L 
Patten, Austin, who has joined the 


coordinating committee 
Oil 


Leon 


terstate 


Gov. 


Office of Petroleum Coordinator. 


Steel Plate Priorities 


Iron and steel plate deliveries aré 
now restricted by WPB to ratings 
of A-l-k or higher. 
striction has applied previously to 


The same re- 


manufacturers, but now applies to 
all others. 
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“My Business Grow During 








Wartime! Sure.Why Not! 


—— the easiest viewpoint would be to try to hold my 




















own, or lose as little business as possible. But I figure that’s 
a defeatist attitude, and not being fair to myself. It seems logi- 
cal to me that car owners— more than ever before—are going 
to buy products they have confidence in! 

“Tt stands to reason a man who can offer products they want 
—products with a name for quality and with tremendous public 
acceptance—stands to gain business, rather than lose it! 

“T know that Mobilgas and Mobiloil are America’s favorites. 
Great public confidence in these products has already been 
drmly established. With a powerful team like this working for 
me, what’s to stop my business from growing?” 

This sales advantage plus Socony-Vacuum’s cooperative 
work with distributors gives you a combination that’s hard to 
beat—specially in times like these! 








K 















Let the Sign of the Flying Red 
Horse Make Your Outlets 


HEADQUARTERS FOR 
MAKING CARS LAST 






 SOCONY-Vacuune 





Write or Wire for Complete Details on the Socony-Vacuum Distributorship in Your Locality: 


NEW YORK, N.Y. CHICAGO, ILL. CLEVELAND, OHIO MILWAUKEE, WISC. 
26 Broadway 59 E. Van Buren Street 4614 Prospect Avenue 907 S. First Street 
KANSAS CITY, MO. DETROIT, MICH. ST. LOUIS, MO. DALLAS, TEXAS 
925 Grand Avenue $903 West Grand Blvd. 4140 Lindell Blvd. Magnolia Petroleum Co. 


Magnolia Bidg. 


\_ sen veam maintains many other conveniently located service offices to give you close and fast cooperation. 
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SAFE ECONOMICAL STORAGE 
IN “FIVE VOLUMES’ 


Each strategically located General American 
Tank Storage Terminal has a storage volume 
adequate to serve huge quantities of bulk 


liquids. 


Each gives you the capacity, the speed, the 


protection you need—at lowest cost. You 


save on freight rates, on handling, on freedom 
from waste and contamination, on insurance, 


on wharfage and demurrage charges. 


And you get all these benefits without a penny 


of investment. Instead of drawing on your 


capital, you add to it—for 
General American warehouse 
receipts are accepted as the 


highest collateral 


type of 


everywhere. 


1. RELIABLE CUSTODIAN- 
SHIP. Our warehouse re- 
ceipts are highest type of 
collateral everywhere. 

2. MODERN PROTECTION. 
Latest safety appliances; low- 
est insurance rates; minimum 
evaporation losses. 

3, INDEPENDENT OWNER- 
SHIP. Strictest privacy; 
General American does not 
buy, sell or refine any oils. 


i. NOWHARFAGE. There is 


CORPUS CHRISTI, TEXAS 


are vital to Victory. 


possible speed. 


































KEEP "EM ROLLING! 


Freight cars—particularly tank cars— 


They must be 


loaded, unloaded, kept moving with all 


Delays may cost lives! 


ONLY GENERAL AMERICAN GIVES 
THESE ADVANTAGES: 


no wharfage at our own pri- 
vate docks. 

5. SPEED WITH SAFETY. 
Day and night crews, com- 
plete facilities, eliminate all 
shipping delays. 

6. LARGE TANK CAR 
FLEET. Now working 
night and day, delivering es- 
sentials of war. 

7. NO CONTAMINATION. 
Separate pumps, lines, stor- 
age zones for dissimilar com- 
modities. 


GENERAL AMERICAN 
TANK STORAGE TERMINALS 


GOODHOPE and WESTWEGO, LA. (Port of New Orleans) 
CARTERET, NEW JERSEY (Port of New York) 
GALENA PARK, TEXAS (Port of Houston) 
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Ickes Lists Points 
In Plans to Supply 
Northeast With Oil 


Special to NPN 
BOSTON All the oil “which 
t is physically possible to move” 


will be 


ind the East Coast generally, Pe- 


brought to New England 


troleum Coordinator Ickes has as- 
McCormack, 
However, Mr. Ickes said 


sured 
Boston 


Congressman 
he couldn’t forecast how far this 
olume would fall short of meeting 


‘the unrestricated demand”. 


Mr. Ickes’ views were stated in a 
telegram to Mr. McCormack, ma- 
jority leader of the House of Rep- 
resentatives. The coordinator was 
replying to the congressman’s re- 
quest for more tank cars for New 
England and for action on other 
ecommendations in the report of 
J. F. White, Boston, of White Fuel 
‘0. (See NPN June 3 and July 29 

Ed) 

The coordinator said that Mr 
White’s report was “well-known to 
adding that Mr. White 


was a member of an OPC commit- 


1S he r¢ i 


tee. As to the points raised in 
McCormack’s _ tele- 
rram of July 30, Mr. Ickes said: 


Congressman 


Ickes’ Wire Quoted 


‘Commenting — specifically upon 
the several points you (Congress- 
nan McCormack) raise: 

‘l. Special attention is being 
given allocation to New England 
f a greater proportion of the tank 
ars available in District 1. In ad- 
dition, more tank car equipment is 
being withdrawn from Middle West 
tor general Atlantic Coast service, 
vhich will operate further to relieve 
New England 

“2. This Office (OPC) has al- 
eady obtained necessary legal 
learance for appropriate action by 
supplying companies and is engaged 
ontinually in efforts to perfect fur- 
her the organization under which 
enefits of combination efforts are 
btained. 

‘3. Development of trainload lot 
ipments has been carried forward 
ith assistance of Office of Defense 
ransportation Results are en- 
uraging and we hope to accom- 
lish even more in terms of in- 
eased efficic ney. 

‘4. This past week we have suc- 
eded finally in effecting an ar- 


igement with RFC under which 
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abnormal costs incident to supply- 
ing East Coast will be absorbed 
by government, thus removing one 
of the most serious barriers to free 
flow of products into this area. The 
New England costs referred to will 
very possibly be covered by this 
arrangement. 


Cites Conversion Program 


“5. A campaign urging conver- 
sion from oil to coal has been 
launched. Doubtless you have al- 
ready seen evidences of it. A con- 
siderable force has been employed 
for this purpose alone, and over the 
coming weeks this effort is to be 
pressed vigorously. 

“6. Additional statistical detail 
will be made available as required. 

“7. With RFC arrangement and 
existing liaison with Office of De- 
fense Transportation, I am satisfied 
that through the organization of this 
Office (OPC), including as it does 
not alone government forces but 
an industrial organization of wide 
scope, we will be successful in bring- 
ing to New England and to the 
East Coast generally, all petroleum 
and petroleum products which it is 
physically possible to move. To 
what extent this volume will fall 
short of meeting the unrestricted de- 
mand cannot be forecast positively 
because certain conditions cannot 
be accurately forecast in time of 
war. 

“Substantial conversion from oil 
to coal is clearly necessary and a 
continued restriction upon use of 
gasoline for non-essential driving. 

“However, the demands of indus- 
try will be fulfilled and, with reason- 
able co-operation on the part of all 
concerned, I feel confident that all 
practical requirements of the sit- 
uation will be met.” 


Nuttila Named to ODT 
NPN News Bureau 

WASHINGTON — M. E. Nut- 
tila, New York City, maintenance 
engineer for Cities Service Oil Co., 
has been named a member of a 
special Office of Defense Transpor- 
tation commission to investigate 
transportation conditions in Puerto 
Rico. 

The commission is slated to study 
effects of “acute shortage of rub- 
ber and gasoline in Puerto Rico 

with a view, particularly, to 
development of a conservation pro- 
gram for trucks and buses.” 





Role of Small Shipper in 60-Car Plan 
Outlined by ODT at Meeting in Dallas 


Special to NPN 

DALLAS — Representatives — of 
District 3 refiners, railroads and ODT 
met here Aug. 6 at the call of V. \ 
Boatner, ODT director of railway 
transport, to discuss plans whereby 
small refiners may cooperate with 
each other in sending trainload lots 
of 60 or more cars of products t& 


East Coast destinations. 


ODT’s plan for the “li'l fellers”, 
who wouldn't accumulate 60° cars 
every day or so, will work like this: 
Whatever number of cars the in- 
dividual refiner has for eastern move- 
ment will be picked up by rails as 
usual, and when they reach some 
designated “accumulation — point” 
such as Dallas or Ft. Worth, they 
will be cut out of the mixed train 


and accumulated until there are 60 
cars or more. These cars will then be 
assembled into a single trainload and 
“highballed” to the most convenient 
eastern destination, say Buffalo for 
example, where they will be re- 
routed to their individual destina 


tions 


Committee Named 


A committee was appointed con- 
sisting of the District 3 tank car 
(headed by J. P. 


Gudger, Gulf) and an_ operating 


subcommittee 


representative of each railroad oper- 
ating in District 3 to work out 
the different routings, accumulation 
points, symbols for the routes and 
other necessary details. This com- 
mittee is expected to meet some time 


during the week of August 10 


Sixty-Six Routes Figure in Rail Scheme 


WASHINGTON — Two-thirds of 


the oil shipped by rail from south- 
western producing and refining areas 
to the East Coast is now moving in 
solid trainload lots to eastern destina 
tions, according to ODT. 

Purpose of the Dallas meeting on 
Aug. 6 was to bring together repre- 
sentatives of the railroads, oil com- 
panies and ODT to enable the small- 
er refiners to concentrate their cars 
at designated terminals for inclu- 
sion in trains of 60 cars or more for 


a single eastern destination. 
Explains Trainload Plan 


“The solid-train operations, over 
prepared routings on predetermined 
schedules, which will speed up ma 
terially the movement of oil to the 
astern seaboard,” the ODT press 
release explained, “was instituted on 
August 1 by the ODT through the 
co-operation of the Assn. of Ameri- 
can Railroads, the railroad operating 
offices, the petroleum industry, and 
representatives of the Office of Pe 
troleum Coordinator. 

“Tank car movements formerly 
were often in smaller lots, and in the 
case of solid-trains out of the fields 
the trains were frequently broken 
up at midwestern points such as St. 
Louis and Indianapolis so that ten 
and fifteen car units moved over dif- 
ferent routes as specified by the ship 
pers. 


“Since the first coordinated train 


movements on August 1, telegraphic 
reports have been reaching A.A.R. 
and ODT headquarters which en- 
able officials to keep in constant 
touch with the trains. 


Each Route Gets Symbol 


“With 66 different routes mapped 
out from Texas, Oklahoma, Missis- 
sippi and Louisiana to eastern points, 
each route is given a symbol num- 
ber. When a train leaves its point 
of origin the symbol is telegraphed 
to A.A.R. and ODT offices, together 
with the departure time and date. 
Then, as the train is delivered to 
each connection on the schedule, it 
is identified by its symbol and the 
record of the delivery is reported 
by wire. The final report gives the 
time of arrival at the destination. 

“Almost 50 railroads participate 
in the 66 different schedules. 

“The return movement of empty 
cars to the producing fields is han- 
dled in the same manner as the east- 
bound loads, solid-trains moving on 
designated schedules and reported to 
the controlling offices of ODT and 
\.A.R. by symbol number.” 


Batteries to Last Longer 


From here on, automotive bat- 
teries are due to last longer, accord- 
ing to WPB announcement that it 
has amended M-112 to permit use of 
a higher content of antimony in the 
manufacture of grids. 
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ODT Urges Oil's Management 


To Make Truck Corps Succeed 


NPN News Bureau 
CLEVELAND—Look on the U. S. 
lruck Conservation Corps campaign 
as an insurance policy for maintain- 
ing a retail sales organization during 
the war. Use it as a nucleus for a 
greatly expanded selling force in the 
post-war period. 

This was the theme ODT’s Robert 
S. Williams put across to 200 oil men 
here on Aug. 7 at the largest-at- 
tended meeting so far in a series on 
the U. S. Truck Conservation Corps 
campaign, 

But talking about this truck pre- 
ventive maintenance campaign is 
Mr. 
Williams emphasized. It must. start 
at the 
which must set an example with its 
130,000 trucks, 
sold to the owners of the rest of the 
5,000,000 trucks in the U. S. 


He pointed out that the oil com- 


not sufficient to put it over, 


top with oil management, 


own and then be 


panies have more contacts with truck 
owners than all other industries com- 


see that station operators and deal- 
ers join by showing them that their 
co-operation in the campaign is not 
only patriotic, but can keep them in 
business during the war as well, Mr 
Williams declared, pointing out that 


adequate truck transportation _ is 
vital in the war effort. 
Mr. Williams told how industry 


trade papers and other organizations 
are co-operating with the program. 
He the 


panies, both major and independent, 


showed some. of oil com- 


were tieing in. 
Cites NPN Editorial 
Paying tribute to the coverage of 
the program by NPN, he read Editor 
Platt’s editorial of June 24 to the 
group “Nothing be 


said here that would more clearly 


and said: can 
state the program. We in ODT can't 
speak that strongly, since Mr. Platt 
speaks from 30 years’ experience in 
the oil business.” 


As an example of how truck com- 


* As a Truck Owner 
%*% As a Truck Driver 








M. R. Bower, lubricating oil sales manager for Standard Oil Co. of Ohi: 
was chairman of the ODT’s U. 8S. Truck Conservation Corps meeting in 


Cleveland on August 7. 


He is shown here beside a presentation whic 


explained the need for the Corps 





A/most 200 were present at ODT’s U. S. Truck Corps meeting in Cleveland. They heard ODT’s Sam Houston 
and R. S. Williams explain the vital need for oil’s full cooperation in the program 


bined, it being the only contact with 


most of the one- and two-truck 


owne»rs 
Truck Drivers’ Part 
The tank truck drivers, particularly 
those operating in the country and 
small towns, the story 


of the truck tarmers. He 


emphasized the importance of the 


must carry 


corps to 


il company’s truck driver in_ this 
campaign and expressed the hope 
that management would get the en- 
thusiastic co-operation of its drivers 
in the preventive maintenance cam- 
paign. 

Oil company management shouid 
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panies were co-operating in the 
campaign, Mr. Williams told of a 
series of meetings being held by 
Mack Trucks, Inc., in which the 
program is explained The drivers 
then hold up their hands as_ the 


truck conservation pledge is read to 


them. They are then given a button 


to wear (see NPN Aug. 5, p. 35 
showing that they are members ot 
the corps. Mr. Williams suggests 


that this same program could profit 
ably be used by oil companies, sinc 


likely to take the 


program seriously if the pledge is on 


drivers are more 


the form of a 


their own person it 


button, in addition to a decal on the 
truck. The buttons are not part o 
the ODT Mr. Williams 


added, but can be secured at small 


f 


i 
material, 


cost from button manufacturers 


Where to Take Pledge 


Thousands of pledges are being 


erroneously sent to Washington, in- 
stead of taken to authorized stations 
Mr. Williams said, pointing out that 
truck owners and drivers must tak« 
their pledges to official stations to 
receive the Truck Corps decals. 

Sam 
the Truck Corps program for ODT, 


Houston, who is managing 


conducted a question and answer 


NATIONAL 


forum. He anticipated one questio 
that at 
there is a shortage of advertising ma- 


in acknowledging present 
terial. But more is being printed a: 
quickly as possible and will be sup 
plied. He explained that many con 
panies were printing up their ow 
inspection forms, and some of the 
other material as well. 


On the question of decals, it was 
explained that these were being made 
by five suppliers, but that they had 
agreed among themselves that all! 
orders would clear through the on: 


company. 


However, he explained that thos 
ordering could specify other deca 
manufacturing companies to fill thei: 
orders if they so wished. The orders 
are sent direct to the manufacturing 
company on a special blank whic 
can only be obtained from the Dire: 
tor, Division of Motor 
Office of Defense 
4211, Interstate Commer 
Washington, D. C. Order 
be filled if direc 


to a decal manufacturing compam 


Transport 
Transportatio1 
Room 
Bldg.., 
will not sent 
nor can orders be taken by a deca 


manufacturing company  salesmai 
The price is $31.50 per thousan 
with terms of 1% 10 days, 30 day 


net 


Maintenance Booklet 
Orders for additional copies ot t! 
truck owner’s booklets may be ol 
tained from the Supt. of Documents 
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Tee PRODUCTS and by-products of Humble refineries are with 
America’s armed forces on the battle fronts of the world— Toluene for high 
explosives, high-octane gasoline for our fighting aircraft, special fuels and 
lubricants for our mechanized land forces, and marine products that add their 
part to the striking power of our Navy. And all the while research continues on 


new processes and products that can aid the all-out war effort. 


ON THE INDUSTRIAL FRONT 


Humble continues to serve on the industrial front with 
products for the maintenance and preservation of 
valuable machinery. For the Oil industry and other 
essential industries Humble produces: Rust-Ban, coat- 
ings for protecting metallic equipment against corro- 
sion; Thredkote, thread compounds; Petroleum Solvents; 
Camouflage Coatings; and dependable Humble Lubri- 


cants. 





HUMBLE OIL & REFINING COMPANY 


UGUST 


] 


ys 


Today—more than ever—a SERVICE Institution 
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rovernment Printing Office, Wash- 

ngton, D. C. at the following prices: 
100—5c each 

00-1000—$3.75 per hundred 

000-5000—$20 per thousand 

3000 and over—$15 per thousand 

Checks must accompany orders for 


these booklets, Mr. Houston said. 
In reply to a question raised by a 
incinnati oil man, Mr. Houston ex- 
jlained that no company was being 
fiven any preference in the matter 


f sponsoring the program. 


Mir. Houston introduced the Ohio 
ield representatives of ODT: H. M. 
Walker, Toledo; Harry A. Leach- 


nan, Cincinnati; C. R. Allen, Cleve- 
ind; and D. M. Mentz, Columbus. 
Other ODT officials attending the 
leveland meeting were H. A. Roth 
f the Chicago office and Boynton 
the Eastern Division. 
Milton R. Bower, Standard Oil Co. 
Ohio ) 


Haywood of 


lubrication sales manager, 


resided as chairman of the meeting. 
Companies Signed Up 


Che following is a list, as com 
as possible, of co-operating 


Truck 


Conservation Corps campaign: (The 


rete 
il companies in the U. S. 


ist may not include every company 
signed up so far) 


Arkansas Fuel, Ash- 
American Oil, Cities 
Coryell Co., 


Atlantic Refining, 
und Oil & Refining, 
Continental, L. L 
Crest Oil Co., Ethyl Corp., 
Freedom Oil Works, General Petroleum, 
Oil Co., Gulf, Goodrich Oil Co., 
Mid-Continent Petroleum Corp., 


Service, 


Gasoline 


rilmore 
Kendall, 


National Refining Co., Orange State Oil 
Co., Phillips, Pathfinder Petroleum Co., 
Pennsylvania Refining Co., Pennzoil, Pe- 


Advisors, Inc., Pritchard Oil Co., 
‘ure, Quaker States (Sterling Oil Div.), 
Republic Oil Co., Richfield, Shell, Sher- 
vood Bros. Petroleum Co., Signal Oil Co., 


troleum 


Sinclair, Socony-Vacuum, Standard Oil 
ompanies of Kentucky, California, In- 
liana, New York, and Ohio, Stewart 
Warner (Alemite Div.), Sun, Texaco, 


lide Water, Union Oil Co. of California, 
Valvoline Oil Co., Waverly, Wolf's Head 
Oil Co. 


New ‘Pontoon 








Tractor’ Developed to Push Barges 


A a call 
tats tls: ie i a Be 
ws Seen ec — . ee 
LEVEI NPN News — Clair, Mich., have shown that the pontoon-tractor 
CLEVELAND—A 1: t arine propulsior . 
\ 1eW ype marine propulsion can propel large steel barges with full deck loads at 
unit—a sort of pontoon tractor which can be at- 


tached to barges, scows or othe 


make 


carriers to them 


developed by the Chrysler Division of the Chrysler 


Corp. Tests on the Detroit River 


flat-bottomed cargo 
self-propelled 


and on 


has been 


one-twentieth 


Lake St. 


to a company announcement. 


that ot 


speeds adequate for commercial purposes, according 


Cost is said to be about 


an average-sized tug and re 


quire only one man to operate each tractor. 





Refiners Transport Applies to ICC 
To Buy Rights of Marshall Transport 


NPN News Bure 
WASHINGTON 


ritory of Refiners Transport & 


Operating ter 
ler 
minal Corp., Detroit, one of largest 
petroleum transporters in the U.S 
Atlantic Sea 
board, if the ICC grants its applica 
the 
and equipment of Marshall 


would be extended to 


tion to buy operating rights 
Trans 
port Co., Inc., Glenn Burnie, Md 

Warren C. Marshall 
the Detroit firm are FE 


president Charles 


operated by 
Officers of 
S. Turner, and 


Yocum, vice-president 


Marshall now operates in 
sylvania, Maryland, 
District of Columbia. Application 
to ICC (MFC No 1936) proposes 
that Marshall be paid $142,000 for 


Penn 


Delaware ind 


operating rights and equipment 


Refiners Transport now operates 
is a common carrier in Y states 
Ohio, Michigan, Indiana, Illinois 


Kentucky 
Virginia 


of 2 


Wise OnsSIn, 
West 


equipment 


Missouri, 
Pennsylvania and 
Its 


pickup trucks, 42 tractors, 44 semi 


motor consists 


trailers and 31 full trailers, accord 
ing to application filed Aug. 3 with 
ICC 

A wholly-owned — subsidiary — of 
Refiners Transport, Petroleum Haul 
intrastate hauler ot 
petroleum in bulk and tank trucks 
in Ohio 


Haulers’ 


ers, Inc., is an 
Petroleum 
ot 5 


pickup trucks, 58 tractors, 72 semi 


and Indiana 


equipment consists 


trailers and 29 full trailers. 


The Mar 
shall’s motor equipment, as follows 
| pickup truck, 28 tractors, 28 semi 


trailers and one motorcycle 


ICC application lists 


Cites Operating Losses 


Large operating losses during 
months of 1942 were given 
Mr. Marshall’s 
his business. He attributed 


“primarily to 


first five 


reason tor wanting 
to sell 
losses 


these present 


war conditions in general, and to 
the particular condition that coastal 
petroleum barges have been divert 
ed from (the) Atlantic Seaboard re 
sulting in tonnage heretofore carried 
by water to eastern seaports, thence 
inland being diverted to rail 


or, other forms of transportation 


(Marshalls) 


equipment has been idle due to said 


a large part of 


conditions. 





95% of U. S. Truck Owners Own Only 1 or 2 Vehicles, 


TRUCK OWNERS 





TRUCKS 


50% ARE OWNED BY PERSONS 


WITH ONLY 1 TRUCK 


= | 


Report Shows 


CLEVELAND—Over 95% of the 


truck owners in the U. S. own only 
estimated 
truck 


owners in 11 states by the Automo 


one or two trucks, it is 


on the basis of a survey of 

bile Manufacturers Assn 
Moreover, 50% of the 

the S. are owned by 


with only 


trucks u 
persons 


one truck, according to 


the Public Roads Administration 
These facts point to the impor 
tance of the service station and 


the nations 


truck fleet in running order through 


garage in maintaining 


a planned program of preventiy 
of th 
of the trucks 


ire dependent on them as 


maintenance, since over 95‘ 
truck owners and 50% 
outside 


servicing departments. 


TIONAL PETROLEUM NEWS 
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Typical unit of the fleet 
operated by H. R. Ritter 
Trucking Co., Belleville, 
New Jersey. 6200-gallon 
Heil Trailerized Tank. 





GENERAL 





HR RITTER 
TRUCKING CO. (¢ 
BELLEVILLE NJ 





... and saves money on hauling, in addition to 
helping solve America's transportation problem. 


This is a typical example of what Heil Trailer- 
ized Tanks are doing all over the land, to re- 
lease more railroad tank cars for emergency 
long-haul requirements. 


These efficient units actually match hours 
against days, as compared with the slow move- 
ment of railway cars through congested switch- 
ing districts. Giving steady, dependable 24-hour 
service, they roll up amazing gallonages. Equiv- 





§ eerrree 


a es TRUCKING CO 7 
£ @urvurs , 
eee . 


Portion of the Ritter fleet, 100 % 
equipped with Heil Tanks. 


OrFICES MIiL_WAUKEE, 


> Ad42 





alent results with new railway cars would re- 
quire 20 to 25 times as much critical material. 


A miscellaneous stock of Heil Trailerized Tanks 
ranging in capacities from 3800 to 6000 gallons, 
is now available as indicated in the box below 
at right. These tanks have all the extra Heil 
features — are fully equipped for safe, depend- 
able hauling of petroleum products. There has 
been no change in the basic design of Heil Trail- 
erized Tanks since they were introduced in 1936. 


Write, phone or wire today. The Heil Co., Gen- 
eral Offices, Milwaukee, Wisconsin, 
1-57 


mater 
supply victory! 


wisconsin 
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Welders line up and tack two sections of the seamless steel tubing 





Rail Haul to East 


Drops During Week 
To 784,350 b/d 


NPN News Bureau 
WASHINGTON — After reach- 
ing an all-time high daily average 
of 800,100 bbls. of crude and prod- 
ucts to the East Coast by tank car, 
shipments dropped to 784,350. bbls. 
daily for week ending Aug. 1, or a 
drop of 82% from previous week. 
Companies loaded 26,145. cars, 
OPC reported, with total of 62,000 
cars now being used in East Coast 


service. 

With the 5000 additional tank 
ears Which OPC hopes to get as a 
result of its telegraphic request 


(NPN Aug. 5, p. 6), Deputy Co-or- 
dinator Davies hopes to see East 
Coast shipments “soar to even high- 
eT records”. 

East 


shipments and the number of cars 


Companies reporting Coast 
moved follow: 

Aetna Oil—1; Allied—35; Amer- 
Bitumuls—50; Amsco—134; 
Arkansas Fuel Oil—169; Ashland 
Refining—173; Asiatic—27; Atlantic 


Refining —2009; Aurora Gasoline— 


can 


27: Belcher Oil—59; James B. 
Berry—4; Chalmette—45; Cities 
Service — 1513; Conoco — 329: 


Crown Central—18; Daugherty Re- 
finery—22; Gulf—1866; Hartol— 
177; Old Dutch Refining Co.—7;: 
Pan American—2017; Petrol Corp. 
358; Petroleum Heat & Power 
14; Pure—373; Roosevelt Oil—5; 
Shell—953:;: Sinclair—2666; So- 
ony-Vacuum 2995; Kentucky 
Standard 540; New _ Jersey 
Standard—4724; Ohio Standard— 
237; Sun—1884; Talco Asphalt— 
34; Texaco—1904 and Tide Water 


726. 





2% 


as construction 





weld 


First on the 550-mile, 24-in. pipeline from Longview, Tex., to 
Norris City, Ill., was made at noon, Aug. 3, by Williams Brothers Corp., 
first of the 7 contractors on the job to start construction. Here, oper- 
ators are roll welding a section, making finish welds preparatory to bell- 


hole tie-in welds 





Mr 
Sloane is also to work with ODT’s 
pipeline officials in an effort to mini- 


Sloane Named Section Chief and 


Of ODT Raw Mcterials 


NPN News Bureau 
WASHINGTON-—James R. Sloane 


has been appointed ODT’s chief of 


Detense Supplies Corp 


mize use of tankers and tank cars 


the new materials section in the Di 

vision of Storage Denies Extra ‘Gas’ Ration 
An oil man of 20 years’ experi For Pleasure Boats 

ence, Mr. Sloane was formerly vice Pleasure boat owners on the East 


president and general manager of 


the Oil Trading Corp. of New York 


Coast have been denied additional 


gasoline supplies under OPA’s gaso 


City. This new section was organ- ]jne rationing plan, but OFA has 
ized to co-operate with all govern asked pleasure boat owners to kee p 
ment agencies on storage of liquids their crafts in the water “and in 


and raw materials 


commission ready to go into the mili 
on and naval service of the 


should the 


ethyl 


WPB 


Information storage of tary coun- 


aleohol is to be trv need arise’ 


supplied to 


NATIONAI 





Se 


on the Longview, Tex.-Norris City, Ill., line starts 


Work Goes Ahead 
On Longview Line 


NPN News Bureai 
WASHINGTON 


wi rk 


— Constructio 
24-in. 
from Longview, Tex., to Norris City 
Ill., 


to reports received by OPC. Eight 


on the big, pipelin 


1S moving ahead fast, according 


pipeline construction crews wer 
to be at work by Aug. 10, laying 
the pipe 
at the 
More than 200 miles of the 550 


mile right-of-way have been stake 


and_ welding along th 


route except northern end 


Buying from landowners has 
- h ert 


seems no present need for invoking 


out. 
progressed _ satisfactorily. 
the Cole Pipeline Act, under whic! 
President Roosevelt issued a procla 
to the the 
Plantation line in the Southeast 


mation clear way for 


Pipe deliveries along the rout 


are averaging 5 miles a day an 


schedule calls for completion 


entire line by Dec. 1. 
Discuss Distribution 


traffic 
1l participating oil compani 


Meanwhile, 
the 


have 


managers 


started discussions on pla 


for distributing crude from t! 


northern terminus. 
Line will deliver 25,000 bb 
daily to the Illinois terminus 
which 200,000 bbls. will be m 
East 

Name of the 11-company pipel! 
is War 
\ Alton 
president. B. E 


vice-president 


Emergency Pipeline, | 
Jones (Cities Service 


Hull 


and 


( Texact 


general What 


ager. Cost of the project is est 
mated at $35,000,000 and RF‘ 
paving the bill 
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Don’t YOU Answer Hitler’s Prayer— 






By Leaving Tank Cars Standing There! 




















® Published in the interest of 
speeding the dispatch of all Tank 


Cars to aid the war program. 







©NION TANK CAR COMPANY *« Chicago 
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State and Regional Advisory Groups 
Set Up by ODT's Transport Unit 


WASHINGTON—ODT is sponsoring a 


to promote conversion of tank car shipments to transport trucks 


on the West Coast, next week in the Southwest 


where. More are planned 


Nucleus of these meetings are the state 
up by ODT’s Petroleum 
will be 


transporters and oil company representatives, major 


Complete membership list of these committee 


REGION NO. 1—-NEW ENGLAND 


States: Connecticut—Maine— Massachusetts—New Hamp 
shire—Khode Island—V ermont 


Chairman—F. P. Mutrie, P. B. Mutrie Motor Trans- 
portation, Inc., 83 East Cottage St., Boston; vice-chair 
man—P. H. Mortensen, Wethersfield, Conn.; H. P 
Kenny, Robinson & Kenny, 370 Lincoln St., Bangor, 
Maine; L. Froulx, Prue Motor ‘lransportation, Inc., Kp- 
ping, N. H.; J. E. Faltin Transportation Co., Manches- 
ter, N. H.; L. G. Tait, City Oil Transportation, Plaistow, 
N. H.; C. L. Stephanson Motor ‘Transter, Bellows Falls, 
Vt.; R. L. Davis, R. L. Davis Transportation Co., Fair 
Haven, Vt.; F. L. Roberts, F. L. Roberts Co., Inc., 229 
Albany St. Springfieul Mass.; J. L. Collins, Collins 
Transportation Co., Inc., Box 612, Taunton, Mass.; F. 
Guyott, Guyott Construction Co., New Haven, Conn.: 
P. J. Goldstein, Conn. Petroleum Carriers’ Assn., Inc., 
109 Church St., New Haven, Conn.; F. I. Hardy, New 
England Petroleum Haulers Assn., Inv., 38 Chauncey 
St., Boston; T. L. Preble, Tide Water Associated Oil 
Co., 17 Battery Place, New York; J. Hassey, Cities Ser 
vice Oil Co., 660 Beacon St., Boston; A. G. Anderson, 
Socony-Vacuum Oil Co., New York; J. W. Shea, Sin- 
clair Refining Co., New York; R. H. Worrall, 265 Plain 

i. 


St., Providence 


STATE SUBCOMMITTEES 
Vermont 
Chairman—C. L. Stephanson, Stephanson Motor 
Transfer, Bellows Falls, Vt.; vice-chairman—R. L. Da- 
vis, R. L. Davis Transport: ition Co., Fair Haven, Vt.; 
J. K. Wilkinson, Atlantic Refining Co., Box 71, Rens- 
- 3 


Connecticut 

Chairman—P. H. Mortenson, 

vice-chairman—F, Guyott, Guyott Construction Co., 

New Haven, Conn.; R. L. Patterson, City Coal Co., 

Inc., Torrington, Conn.; T. L. Preble, Tide Water As- 

sociated Oil Co., New York; B. J. Karpilow, 80 Seaview 
Ave., Bridgeport, Conn, 


Wethersfield, Conn.; 


Maine 
Chairman—H. Kenny, Robinson & Kenny, 370 Lin- 
coln St., Bangor, Me.; vice-chairman—L. Proulx, Prue 
Motor Transportation, Inc., Epping, N. H.; F. Smart, 
Weber Oil Co., Bangor, Maine; R. Shibley, 80 Main 
St., Fairfield, Me. 


Massachusetts 

Chairman—F. P. Mutrie, P. B. Mutrie Motor Trans- 
portation, Inc., Boston; vice-chairman—F. L. Roberts, 
Fk. L. Roberts Co., Inc., 229 Albany St., Springfield, 
Mass.; J. Hassey, Cities Service Oil Co., Boston; J. A 
Knowlton, Colonial Beacon Oil Co., Boston; A. R. 
Holmes, “Petroleum Carriers Corp., Worcester, Mass.; 
J. R. Sousa, Sousa Transportation Co., Inc., Peabody, 
Mass.; J. W. Appleyard, Methuen, Mass. 


New Hampshire 
Chairman—J. E. Faltin, Faltin Transportation Co 
Manchester, N. H.; vice-chairman—L. G. Tait, City Oil 
Transportation, Plaistow, N. H.; J. W. Shea, Sinclair 
Refining Co., New York; A. G. Anderson, Socony-Vacu- 
um Oil Co., New York, N. Y.; M. Gellis, Connecticut 
Valley Oil Co., Claremont, N. H 


Rhode Island 

Chairman—J. L. Collins, Collins Transportation Co., 
Inc., Box 612, Taunton, Mass.; vice-chairman, R. Wor- 
rall, 265 Plain St., Providence, R. 1.; J. L. Rieley, Kal- 
laher & Mee, Inc., 200 Mineral Spring Ave., Pawtucket, 
R. L.; C. J. Meiser, Sun Oil Co., Statler Office Bldg., 
Boston, Mass.; L. F. Shaal, Atlantic Refining Co., Box 
1354, Providence, R, I. 


REGION NO. 2—NORTH MIDDLE ATLANTIC 


States: New York—New Jersey—Pennsylvania 

Chairman—E, Alboum, Northland Petroleum Trans- 
portation, Box 1033, Lancaster, Pa.; vice-chairman— 
M. L. Wilcox, Leaman Transportation Co., Downing- 
town, Pa. M. Frasch, Owners Trucking Co., 116 S$. 
Townsend St., Syracuse, N. Y.; W. H. Bennett, Fron- 
tier Fuel Oil Co., Ellicott Sq., ‘Buffalo, N. Y.; E. Mar- 
hall, Marshall Service, Newfie ‘Id, N. J.; H. R. Ritter, 
H. R. Ritter Trucking Co., 21 Joralemon St., Belleville, 
N. J.; E. M, Gallagher, J. M. Patterson & Co., Inc., 213 
S. Broad St., Philadelphia, Pa.; F. B. Hufnagel, Jr., Sun 
Oil Co., Philadelphia, Pa.; F. W. Garnjost, Texas Oil 
Co., New York; G. Laurie, Atlantic Refining Co., Phila- 
lelphia, Pa.; J. F. Winchester, Standard Oil Company 
of N. J., 26 Broadway, New York; A. G. Anderson, 
Socony-Vacuum Oil Co., 26 Broadway, New York; | 
W. Shea, Sinclair Refining Co., 630 Fifth Ave., New 
York 


+0 


Carrier Section. Tank « 


taken up from time to time with these 


NPN News Bureau 


series of meetings in many sections of the country 


Meetings being held now 


Others have been he ld inh East and else 


regional oil trucking advisory committees set 


ir conversion is but one of the matters which 


groups. Membership includes both  for-hire 


and independent alike 


follows: 


s, as obtained from ODT by NPN, 


SUBCOMMITTEES 
New York 


Chairman—M. Frasch, Owners Trucking Co., 116 $ 
Townsend St., Syracuse, N. Y.; vice-chairman—W. H 
Bennett, Frontier Fuel Oil Co., Ellicott Sq., Buffalo, 

y.; A. R. Gundry, A. R. Gundry, Inc., 85 Stanton 
St., Rochester, N. Y G. Frank, Bonded Freightways, 
Inc., 374 W. Jefferson, Syracuse, N. Y.; F. Hillman, 
Dairy Express Co., Ft. Edward, N. Y.; D. J. McConn- 
ville, Ogdensburg, N. Y.; H. L. McBride, H. L. and F 
McBride, Goshen, N. Y.; G. O. Gumbs, D. E ew Py 
Fuel Corp., Rockville Center, Long Island, N. Y. , 
Anderson, Socony-Vacuum Oil Co., New York; i. We 
Shea, Sinclair Refining Co., New York 


STATE 


New Jersey 

Chairman—E. E. Marshall, Marshall Service, New 
field, N. J.; vice-chairman—H. R. Ritter, H. R. Ritter 
rrucking Co., 21 Joralemon St., Belleville, N. J 
Kowaski, Superior Carriers, R. D. No. 3, Morgan Ave : 
rrenton, N. J.; E. Cotton, Cotton Oil Co., Paulsboro, 
N. J.; R. Kirbery, Kirbery Transportation Co., Roselle, 
N. J.; J. Gerdes, Henry Gerdes, Inc., Upper Montclair, 
Me ee H. Bennett, Bennett Oil Co., Hillside, N. J.; 
J. I Winchester, Standard Oil Co * of N. J., New 
York; F. W. Garnjost, Texas Oil Co., New York. 


Pennsylvania 

Chairman—E. Alboum, Northland Petroleum Trans- 
portation, Box 1033, Lancaster, Pa.; vice-chairman 
M. L. Wilcox, Leaman Transportation Co., Downington, 
Pa.; R. H Anderson, Clare M. Marshall, Rouseville, 
Pa.; W F, Crossett, W I Crossett, Inc., Box 626, 
Warren, Pa.; M. Kovach, Garrett & Kovach, Scranton, 
Pa.; H. ¢ sabler, 846 E. King St., Chambersburg, Pa.; 
C. Staats, Jr., Staats Oil Co., Malvern, Pa.; H. R. Ring- 
r, Confluence, Pa.; E. M. Gallagher, J. M. Patterson & 
Son, 213 S. Broad St., Philadelphia, Pa.; F. B. Huf- 
nagel, Jr., Sun Oil Co., 1614 Walnut St., Philadelphia, 
Pa.; G. Laurie, Atlantic Refining Co., Philadelphia, Pa. 


REGION NO. 3—SOUTH MIDDLE ATLANTIC 


States: Delaware—District of Columbia—Maryland—Vir- 
ginia—West Virginia 

Chairman—P. J. Eisenhardt, Coastal Tank Lines, Inc., 
2504 Harford Ave., Baltimore, Md.; vice-chairman—W 
C. Miller, Miller Motor Line, Inc., Richmond, Va.; J. 
A. Harman, Harman Oil Co., Dover, Del.; S. M. Wil 
son, Diamond Ice & Coal Co., Wilmington, Del.; W 
Marshall, Marshall Transport Co., Inc., 6910 Market 
St., Upper Darby, Pa.; R. M. O’Boyle, M. I. O’Boyle 
& Son, 817 Michigan Ave., N. E., Washington, D. C.; 
J. M. Hutchinson, Sandyville, W. Va.; R. B. Willett, 
Willett Bros. Transportation Co., Box 972, Roanoke, 
Va.: W. E. Baker, American Oil Co., American Bldg., 
Baltimore, Md }. Miller Sherwood, 1437 Baltimore 
Irust Bldg., Baltimore, Md.; J. W. Shea, Sinclair Re- 
fining Co., New York: E. F. Sticklen, Elk Refining Co 
Charleston, W. Va.; R. F. Kline, Water St., Frederick, 
Md 


STATE SUBCOMMITTEES 


Delaware 
Chairman—]J A. Harman, Harman Oil Co., Dover, 
Del.; vice-chairman—S. M. Wilson, Diamond Ice & 
Coal Co., Wilmington, Del.; J. W. Shea, Sinclair Refin 
ing Co., 630 Fifth Ave., New York; H. H. Sanger 
Smyrna, Del.; W. G. Stoops, Atlantic Refining Co., 505 
S. Market St., Wilmington, Del 


District of Columbia 

Chairman—R. M. O’Boyle, M. I. O’Boyle & Son, 817 
Michigan Ave N. I Washington, D. C.; vice-chair 
man—W. ¢ Marshall, Marshall Transport Co., Inc., 
6910 Market St., Upper Darby, Pa.; W. H. St. Clair 
Standard Oil Co # N. J., Room 1209, Standard Oi! 
Bldg Baltimore, Md W. W. Payne, Texas Oil Co 
Olney Rd. & Granby St Norfolk, Va.; J]. H. Pence, 
Washington Petroleum Products, Inc., 6050 River Road 
N. W., Washington, D. C. (Friendship Station 


Maryland 
Chairman—kK. J. Eisenhardt, Coastal Tank Lines, Inx 
2504 Harford Ave Baltimore, Md.; vice-chairman, 
R. F. Kline, Water St., Frederick, Md.; Mr. Buckholtz, 
Cumberland, Md.; W. Reid, General Refining Co., Bal 
timore Md D. Matlack, FE Brooke Matlack, Room 
616, Wilford Bldg., 33rd & Arch St., Philadelphia, Pa.; 
V. E. Unger, Holt Oil Co., Federalsburg, Md.; J. Mil 
ler Sherwood, 1437 Baltimore Trust Bldg., Baltimore. 
Mad L. E. Looby, American Oil Co., American Bldg 
Baltimore, Md H. Lamont Shipley, Shipley Transfer 
Co Westminster, Md 
Virginia 
Chairman W Miller, Miller Motor Line, In« 
200 Stockton St., Richmond, Va.; vice-chairman—R. B 


Willett, Willett Bros. Transportation, Roanoke, Va 
M. Proffett, Livingston, Va.; L. W. Parker, Simmons Oi] 
Co., South Hill, Va.; W. T. Holt, W. T. Holt, Inc 
Richmond, Va.; S. F. Pratt, Lynchburg Oil Co., 2459 
Campbell Ave., Lynchburg, Va.; xr _B. Whiting, Whit 
ing Oil Co., Clifton Forge, Va.; K. C. Johnson, Atlantic 
Refining Co., Baltimore, Md.; F. i Billups, Standard 
Oil Co. of N. J., Richmond Trust Bldg., Richmond, Va 
West Virginia 

Chairman—E. F. Sticklen, Elk Refining Co., Charles 
ton, W. Va.; vice-chairman—Joseph Hutchinson, Sandy 
ville, W. Va.; Mr. Ford, Ford Brothers, tronton, Ohi 
J. P. Wasmuth, Wasmuth & Callahan, Glendale, VW 
Va.; M. A. Bean, Moorefield, W. Va.; L. A. Carlsor 
Gulf Refining Co., Pittsburgh, Pa 


REGION NO. 4—SOUTH ATLANTIC 


States: Florida—Georgia—North Carolina—South Car 
lina 

Chairman—H. A. Pillars, Motor Fuels Transportatio 
Inc., Box 3243, Jacksonville, Fla.; vice-chairman 
Odom, Odom Oil Co., 120 Walnut St., Spartanbur 
S. C.; J. L. Laney, Beard-Laney Co., Box 181, Nav 
Yard, Charleston, S. C.; D. W. Royster, Royster Oil (¢ 


Shelby, N ; Miss A. K. Grass, Petroleum Carrie 
Corp.. Box 4399, Jacksonville, Fla.; J. A. Hall, Powe 
Oil Co.. Macon, Ga.; G. D. ‘arter, Orange State O 


Co., P. O. Drawer 2890, Miami, Fla.; W. A. Shanaha 
Sinclair Refining Co., 573 W. Peachtree St., Atlant 
Ga.; G. Dixon, sulf Oil ¢ ‘orp., Hurt Bldg., Atlant 
Ga.; S. J. Murphy, Standard Oil Company of N. J 
Columbia, S. C.; H. T. Rickert, Pure Oil Co., Chicag: 
Ill 


STATE SUBCOMMITTEES 
Florida 

Chairman—H. A. Pillars, Motor Fuels, Inc., Box 324 
Jacksonville, Fla.; vice-chairman—G,. D. Carter, Orang: 
State Oil Co., Miami, Fla.; R. D. Drysdale, Sun O 
Co., 507 Barnett Bank Bldg., Jacksonville, Fla.; |} 
larvis, Standard Oil Co. of Ky., Jacksonville, Fla.; C. } 
Clark, Tallahassee, Fla.; J. J. Blalock, Box 28, Ocal 
Fla.; M. C. Fordham, 2114 Southview Ave., Tamp 
Fla.; W. B. Douglas, Florida Railroad Commission, Ta 
lahassee 9 I la 


Georgia 

Chairman—Miss A. K. Grass, Petroleum Carrier Cory 
Jacksonville, Fla.; vice-chairman—J. A. Hall, Power O 
Co., Macon, Ga.; M. J. Baggett, Walker Hauling Cx 
Atlanta, Ga.; C. L. Jarrell, Colonial Oil Co., Savannah 
Ga.; T. J. Tucker, Lyons, Ga.; G. Dixon, Gulf Oil Cory 
Hurt Bldg., Atlanta, Ga.; O. E. Martin, Republic Oil 
Co., Atlanta, Ga.; W. McDonald, Georgia Public Ser 
vice Comm., Atlanta, Ga. 


North Carolina 
Vice-chairman—D. W. Royster, Royster Oil Co., Inc 

Shelby, N. C.; G. B. a: Raleigh, N. C.; Mr. Me 
Ninch, Charlotte, N. C.; R. L. ee Atlantic States 
Motor Lines, Inc., High Point, N. C.; W. A. Shanahan 
Sinclair Refining Co., 573 W. acthenes St., Atlanta, 
Ga.; W. H. Morehouse, Atlantic Refining Co.. Liberty 
Life Bldg., Charlotte, N. C.; S. Winburne, North Caro 
lina Utilities Comm., Raleigh, N. C 


South Carolina 

Chairman—John Laney, Beard-Laney Co., Box 18] 
Navy Yard, Charleston, S. C.; vice-chairman—L. A 
Odom, 120 Walnut St., Spartanburg, S. C.; C. Lemon 
Southern Transportation Co., Barnwell, S. C.; W. I 
Heinz, 2303 Wayne St., Columbia, S. 6.3.3. EE. Mar 
shall, Jr., Box 710, Rock Hill, S. C.; = J. Murphy 
Standard Oil Co. of N. J., 300 Gervais St., Columbia, 
S. C.; R. Meyers, Shell Oil Co., Spartanburg, o * 


REGION NO. 5—EAST CENTRAL 
States: Alabama—Kentucky—Mississippi—Tennesse¢ 


Chairman—W. Fly, Dixie Service Co., 71 Madison 
Ave., Memphis, Tenn.; vice-chairman—E. W. Jarvis, 
Standard Oil Co. of Kentucky, Louisville, Ky.; 1 \ 
McNeill, Lion Oil Refining Co., Memphis, Tenn.; R. f 
Buchholtz, Ashland Oil Refining Co., Ashland, Ky.: 
A. A. Spencer, Paluxy Refining Co., Yazoo City, Miss 
G. E. Gill, Stohl Refining Co., Louisville, Ky.; E. W 
Rauh. Gulf Oil Refining Co., New Orleans, La.; M. 
Hines, Standard Oil Co., 801 Sixth Ave., South Bir 
mingham, Ala.; F. G. Brewer, Alabama Highway 
press, Inc Birmingham, Ala.; R. G. Brown, Jr., Box 
187, Louisville, Miss. 


STATE SUBCOMMITTEES 
Alabama 

Chairman—M. C. Hines, Standard Oil Co., 801 Sixt! 
Ave., South, Birmingham, Ala.; vice-chairman—F. G 
Brewer, Alabama Highway Express, Inc., Birminghan 
Ala.. J. M. McNabb, Mutual Oil Co., 925 Twelfth 5t 
SW, Birmingham, Ala.; R. W. Reynolds, Southport Pe 
troleum Co., Birmingham, Ala.; W. J. Williams, Tet 
nessee River Transport, Decatur, Ala 


Kentucky 
hairman—R. } Buchholtz, Ashland Oil Refinin 
Co.. Ashland, Ky.; vice-chairman—G. E. Gill, Stohl R 
fining Co., Louisville Ky.; R. V. Putman, Fulton, Ky 
E. W. Jarvis, Standard Oil Co. of Kentucky, Louisville 
Kv.: S. C. Harlin. Glasgow, Ky.: J. W. Newboldt, L« 
ville Refining Co., Inc., Louisville, Ky. 


Mississippi 
Chairman—R. G. Brown, Jr., Box 487, Louisv! 
Miss ° W ] | 1s lor, Gover Oil Co . Greenville, Mi 
vice-chairman—A. A. Spencer, Paluxy Refining Co., Ya 
roo City, Miss.; M. H. Utley, Standard Oil Co. of Ks 
Jackson, Miss A. A. Walker, Monroe Transport, A 
leen, Mis 


"1 


Tennessee 


Chairman—W Flv, Dixie Service Co., 71 Madi 
Ave., Memphis, Tenn.; vice-chairman—]. A. MeN 
Lion Oil Refining Co., Memphis, Tenn.; H. L. That he 


*hattanooga, Tenn.; P. Rosenfie! 


Nashville, Tenn 


Thatcher dil o.. 
Southern Oil Service, P. O. Box 147, 
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Today there is but one goal for the men and ma- 
chines of America: Production and still more pro- 
duction! 

As raw materials roll in and the finished sinews 
of war roll out in an ever increasing flood, transpor- 
tation faces its biggest test. No need to tell trans- 
portation men the seriousness of the situation. With 
the manufacture and sale of new vehicles restricted, 
existing trucks and trailers have got to stand up! 


And if they’ve got to stand up, how about replace- 
ment parts? They’re also ammunition of war — for 
the home front! 

Forward-looking Timken, with the finest research 
and manufacturing facilities in the industry, is help- 
ing win the war on the home front not only with 
time-proved, quality-controlled original equipment 


at A.M. (Axle Maintenance) KEEPS ’EM 


: 
; 





for the home front! 
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ORIGINAL EQUIPMENT PARTS — 


ANUPACTURED BY 
EN-OETROIT AXLE CO. 
CLTROIT, MICH 
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parts, but also with a complete program for/ proper 
A. M. (Axle Maintenance). 
Practicing good A. M. and using Timken original 
equipment parts is one of the best ways of all to 
keep your equipment rolling for VICTORY. It will 
pay you—in more mileage and longer, more depend- 
able service 





to insist on genuine Timken parts and 
to practice proper A. M. Write us fgr complete in- 
formation on how we can help you. 


TIMKEN AXLES 


THE TIMKEN-DETROIT AXLE CO., DETROIT, MICH. 
WISCONSIN AXLE DIVISION, OSHKOSH, WISCONSIN 


Timken’s Job: To Axe the Axis with Axles 


ROLLING 








REGION NO. 6—NORTH CENTRAL 


»tates: Illinois—Indiana—Michigan, Ohio—Wisconsin 

Chairman—M. E. Ogden, Ogden & Moffett Co., 3565 
Twenty-fourth St., Port Huron, Mich.; vice-chairman—F. 
J. Egner, F. J. Egner & Son, Inc., 374 S. Market 
St., Galion, Ohio; C. B. Wilhelmy, Ohio Delivery, Inc., 
85 East Gay St., Columbus, Ohio; J. H. Hannah, Motor 
Truck Service, 200 North Talman Ave., Chicago, II1.; 
C. J. Williams, Hillside Garage & Transit Co., Milwau- 
kee, Wis.; G. H. Lilly, Lilly Brokerage Co., P. O. Box 
835, Indianapolis, Ind.; H. Willett, Jr., The Willett Co., 
700 a, > Chicago, UL; C. R. Davis, Sprout 
& Davis, I 500 Indianapolis Blvd., Whiting, Ind.; 
a aoe. Yee Transport, Inc., 1 S. Pinckne 
St., Madison, Wis.; L. A. Smith, L. A. Smith Co., 2 
Hawkes St., River Rouge, Mich. 


STATE SUBCOMMITTEES 


Chairman—H. Willett, Jr., The Willett Co., 700 South 
Desplaines, Chicago; vice-chairman—J. A. Hannah, J. A. 
Hannah Motor Truck Service, 200 North Talman Ave., 
Chicago; W. F. Murdy, The Texas Co., Chicago; R. 
Doepel, Braun Brothers, 812 Oak St., Winnetka, IIL; 
J. R. Taylor, W. H. Barber Co., Chicago, Ill.; L. Huff 
Pure Oil Co., Chicago, Ill.; C. *Jonswold, Triangle Oi 
Co., 2430 W. 26th oe, Chicago, Il. 


_— 

Chairman— R. Davis, rout & Davis, Inc., 2500 
Indianapolis Bivd henge snd Fag = -chairman—G. H. 
Lilly, Lilly Brokerage Co., P. O. Box 835, Indianapolis; 
L. E. Kincannon, Rock Island Ref. Corp., 5000 W. 86th 
St., Indianapolis; C. D. Ward, Refiners Transport, Inc., 
110 Illinois Bldg., Indianapolis; O. E. Bugh, Garfill 
Oil Co., South Bend, Ind. 


Michigan 

Chairman—M. E. Ogden, Ogden & Moffett Co., 3565 
Twenty-Fourth St., Port Huron, Mich.; vice-chairman— 
J. C. Neil, Petroleum Transport, Inc., Lansing, Mich.; 
D. E. Daggitt, Pyramid Oil Co.; Benton Harbor, Mich.; 
L. A. Smith, L. A. Smith Co., 28 Hawkes St., River 
Rouge, Mich.; I. B. Dworman, Red Indian Oil Co., 
inc., 12401 Cloverdale, Detroit; I. R. Schiff, Aurora 
Gasoline Co., 15911 Wyoming, Detroit. 


Ohio 

Chairman—C. B. Wilhelmy, Ohio Delivery, Inc., 85 
East Gay St., Columbus; vice-chairman—F. J. Egner, 
F. J. Egner & Son, Inc., 374 South Market St., Galion, 
Ohio; W. H. Ford, Ford Brothers, P. O. Box 832, 
Ironton, Ohio; R. A. Andreas, Leslie J. Strawn—Contract 
Carrier, P. O. Box 181, New Philadelphia, Ohio; E. D. 
Ball, Standard Oil Co., Cleveland; J. Schultz, John 
Schultz Trucking Co., Galena, Ohio; A. L. Kern, Brown 
\ve. Transportation Co., 624 Brown Ave., Toledo, Ohio. 

Wisconsin 

Chairman—J. F. Murphy, Petroleum Transport, Inc., 
| S. Pinckney St., Madison, Wis.; vice-chairman—C. J. 
Williams, Hillside Garage & Trucking Co., Milwaukee; 
R. Leicht, Green Bay, Wis.; Kirt, Sheboygan, Wis.. 
Mr. Michelbook, Michelbook all wo Co., 720 Main St., 
Menominee, Wis. 


REGION NO. 7—NORTH CENTRAL 


States: lowa — Minnesota — Nebraska — North Dakota — 
South Dakota 

Chairman—J. Ruan, Ruan aeeetins Co., Des 
Moines, Ia.; vice-chairman—W. Graham, Midland Co- 
operative Wholesale, 739 Johnson St., NE, Minneapolis, 
Minn.; W. R. Schaefer, Schaefer Oil Co., 620 South 
Saddle Creek Road, Omaha, Neb.; J. Barron, Barron 
Oil Co., 607 West Valley St., Shenandoah, Ia.; 
Crabb, Dakota Transport Service, Wagner, S. D.; J. Ww. 
McKeever, McKeever Midwest Oil Co., Rapid City, 
S. D.; L. W. Schirmer, Schirmer Transportation Co., 
127 North Snelling Ave., St. Paul, Minn.; L. L. Snyder, 
Nebraska-Iowa Oil Co., 501 E. Lincoln - Blair, Nebr.; 
W. R. Haggart, Haggart’s Service, Inc., 1501 Front St., 
Fargo, N. D.; C. Hvidsten, Grafton Implement Co., 
trafton, N. D. 


STATE SUBCOMMITTEES 


Iowa 


Chairman—John Ruan, Ruan Transportation Co., Des 
Moines; vice-chairman—J. Barron, Barron Oil Co., 607 
West Valley St., Shenandoah, Ia.; R. Kundel; Minden, 
Ia.; G. D. Finnegan, Super Service Oil Co., Cedar Rap- 
ids, Ia.; W. Lawson, Spencer, Ia. 

Minnesota 

Chairman—L. W. Schirmer, Schirmer Transportation 
Co., 427 North Snelling Ave., St. Paul, Minn.; vice- 
chairman—W. Graham, Midland Coop. Wholesale, 739 
Johnson St., NE, Minneapolis; P. L. Connolly, Connolly 
Contracting Co., 812 Cromwell Ave., St. Paul; J. Pitz- 
enbarger, Super Oil Co., 1101 Center Ave., Moorhead, 
Minn.; R. hye Swanson Transport Co., 3710 Mar- 


shall St., Minnea ?.— E. J. McMonegal, St. Paul 
Terminal Wise Co., St. Paul; J. Erickson, N. W. Re- 
fining Co., St. Paul Pak, Minn. 

Nebraska 


Chairman—W. R. Schaefer, Schaefer Oil Co., 620 
South Saddle Creek Rd., Omaha; vice-chairman— L. 
Snyder, Nebraska-Iowa Oil Co., 501 East Lincoln St., 
Blair, Nebr.; = Ogier, 323 Main St., North Platte, 
Nebr.; O. J. Shaw, Lincoln Oil Co., Lincoln, Nebr.; 
Mr. Tadd Je. National Refining Co. , Omaha. 

oe North Dakota 

Chairman—W. R. Haggart, Haggart’s Service, Inc., 
1501 Front St., Fargo, N. D.; vice-chairman—Carl 
Hvidsten, Grafton Implement Co., Grafton, N. D. 

South Dakota 

Chairman—L, Crabb, Dakota Transport Service, Wag- 
ner, S. D.; vice- chairman—J. Ww. ore eee, McKeever 
Midwest Oil Co., Rapid City, S. D.; Hahan, In- 
dependent Oil Co., Doland, §. D.; A. R. ‘Shi ton, Mid- 
west Oil Co., Sioux Falls, S. D.; George Scholl, Gregory 
Inde pendent’ Oil Co., Gregory, x D.; R. D. Hill, Yank- 
ton, S. D.; C. G. Skartvedt, Skarty Oil Co., Rapid City, 
S. D.; J. E. Adrian, Yankton, $. D. 


REGION NO. 8—SOUTH CENTRAL 


States: Missouri—Oklahoma—Kansas 
Chairman—}i. R. Suddarth, Kaw Transport Co., 501 
Cambridge Ave., Kansas City, Mo.; vice-c hairman—J. T. 


$2 


Boucher, Hugh Breeding, Inc., 1914 East Seventh Place, 
Tulsa, Okla.; W. R. Stramp, Stramp Truck Line, 702 
East Elm St., Enid, Okla.; G. W. Frogge, G. W. Frogge 
Transport Co., 4532 E. 15th St., Kansas City, Mo.; 
L. R. Cyrus, 120 East Madison, lola, Kansas; C. W. 
Kelley, C. W. Kelley Transport, P. O. Box 421, Hut- 
chinson, Kans. 


STATE SUBCOMMITTEES 
Kansas 


Chairman—C. W. Kelley, C. W. Kelley Swaneper. 
P. O. Box 421, Hutchinson, Kans.; vice-chairman—L. 
Cyrus, 120 East Madison, Iola, Kans.; R. E. saitien 
Mid-Continent Butane Equipment Co., Inc., 804 N. 
Main, Wichita, Kans.; R. . Kent, Kent Oil Co., Inc., 
Salina, Kans. 

Missouri 

Chairman—F. R. Suddarth, Kaw Transport Co., 501 
Cambridge Ave., Kansas City, Mo.; vice-chairman—G. 
W. Frogge, G. W. Frogge Transport Co., 4532 E. 15th 
St., Kansas City, Mo.; J. W. Young, J. W. Young & 
Son Oil Co., Lebanon, Mo.; E. McCartney, Economy 
Transport Co., 27th & Main, Joplin, Mo.; J. Bossi, 
Bossi Oil Co., 1790 N. Grand Ave., Springfield, Mo. 


Oklahoma 
Chairman—J. Boucher, Hugh Breeding, Inc., 1914 
East 7th Place, Tulsa; vice-chairman—W. R. Stramp, 
Stramp Truck Line, 702 East Elm St., Enid, Okla.; 
J. R. Lewallen, Anderson & Prichard Oil Corp., 1000 
Ramsey Tower, Oklahoma City; R. E. Stewart, Bareco 
Oil Co., Tulsa: E. Bray, P. O. Box 27, Cushing, Okla. 


REGION NO. 9—GULF 

States: Arkansas—Louisiana—Texas 

Chairman—D. B. Hearin, Jr., 401 Triad Bldg., Baton 
Rouge, La.; vice-chairman—E. C. Gibbon, Drawer 351, 
Henderson, Tex.; E. P. Lyons, Standard Oil Co., Little 
Rock, Ark.; M. W. Key, Arkansas Fuel Oil Co., Shreve- 
port, La.; H. Nichols, City Transportation Co., Dallas, 
Tex.; R. W. Newell, 444 W. Main St., Eldorado, Ark. 


STATE SUBCOMMITTEES 
Arkansas 


Chairman—R. W. Newell, 444 West Main St., El- 
dorado, Ark.; vice-chairman—E. P. Lyons, Standard Oil 
Co., Little Rock, Ark.; J. W. Shamburger, Eldorado, 
Ark.; P. G. Anderson, Lion Oil Co., Eldorado, Ark.; R 
L. Milam, Smackover, Ark. 


Louisiana 
Chairman—D. B. Hearin, Jr., 401 Triad Bldg., Baton 
Rouge, La.; vice-chairman—M. W. Key, Arkansas Fuel 
Oil Co., Shreveport, La.; F. C. Brown, The Texas Co., 
New Orleans, La.; D. M. Dale, Younger Bros., Inc., 
Houston, Tex., W. L. Billups, DeLuxe Oil Co., Inc., 
Alexandria, La. 


Texas 

Chairman—E. C. Gibbon, Drawer 351, Henderson, 
Tex.; vice-chairman—H. Nichols, City Transportation 
Co., Dallas, Tex.; L. Wilmuth, Shamrock Oil & Gas, 
Box 631, Amarillo, Tex.; E. Linkenhoger, Corpus 
Christi, Tex.; D. W. York, York Transport Co., Houston, 
Tex.; W. M. Maddox, Magnolia Petroleum Co., Dal- 
las, Tex. 


REGION NO. 10—INTER MOUNTAIN 


States: Montana (E. of US 89)—Wyoming—Colorado— 
New Mexico 

Chairman—S. A. Markley, 1800 E. 46th Ave., Denver, 
Col.; vice-chairman—G. D. Whitney, Montana Motor 
Transport Assn., P. O. Box 1244, Billings, Mont.; sec- 
retary—G. E. Nielson, Husky Refining Co., Cody, Wyo.; 
E. M. Perry, E. M. Perry Petroleum Products, 322 
Grand, Artesia, N. M.; H. F. Johnson, Petroleum Trans- 
portation, Laurel, Mont.; W. Utzinger, Salt Creek 
Freightways, Casper, Wyo.; G. Douglas, Colorado Pe- 
troleum Industries Com., 310 Midland Savings Bldg., 
Denver, Col.; J. A. Lentz, Continental Oil Co., Contin- 
ental Oil Bldg., Denver, Col.; G. O. Gevin, Silver City, 
N. M. 


STATE SUBCOMMITTEES 


Colorado 
Chairman—S. A. Markley, 1800 E. 46th Ave., Den- 
ver; vice-chairman—G. Douglas, Colorado Pet. Indus- 
tries Committee, 310 Midland Savings Bldg., Denver; 
J. A. Bruso, Continental Oil Co., Continental Oil Bldg., 
Denver; D. Eno, Standard Oil Co., P. O. Box 1320, 
Denver; E. G. Markley, Oriental Refining Co., P. O. Box 
118, Denver; R. Reed, Ist Ave. & 18th St., Greeley, 
Col.; D. Wilson, Denver; E. M. Stringer, Oriental Re- 
fining Co., P. O. Box 118, Denver; B. Mitchusson, 
Groendyke Transport Co., Lamar, Col.; Carroll Nelson, 
104 Trout Ave., Frantzhurst, Colorado Springs, Col.; 
E. R. Beck, 1334 S. Sherman, Denver. 
Montana 
ye Ty D. Whitney, Montana Motor Trans- 
port Assn., O. Box 1244, Billings, Mont.; vice-chair- 
man—H. F. ‘eee ~~ Mont.; J. F. Jolley, Hage- 
man and Jolley, P Box 248, Laurel, Mont.; P. A. 
Thomson, mg ndent Refining Co., P. O. Box 1535, 
Billings, Mont.; White, Beacon Oil Co., Miles City, 
Mont.; F. ~ seed a Home Oil & Refining Co., Great 
Falls, Mont.; L. J. Madler, Kalispell, Mont. 
New Mexico 
Chairman—E. M. Perry, E. M. Perry Petroleum Prod- 
ucts, 322 Grand, Artesia, N. M.; vice-chairman—G. O. 
Gevin. Silver City, N. M.; W. A. Greer, Mesilla Park, 
N. M.: D. K. Lord, Pioneer Oil Co., Clayton, N. M.; 
H. E. Ansley, P. O. Box 356, Artesia, N. M. 
Wyoming 
Chairman—G. E. Nielson, Husky Refining Co., Cody, 
Wyo.; vice-chairman—W. Utzinger, Salt rCeek Freight- 
ways, Casper, Wyo.; E. Johnston, Riverton, Wyo.; J. 5. 
Ward, Manville Crude Oil Co., Manville, Wyo.; Ww. 
Veta, Crown Oil Co., Cheyenne, Wyo. 


REGION NO. 11—WEST MOUNTAIN 


States: Idaho—Montana (West of US 89)—Utah 

Chairman—O. M. Collett, Collett Tank Lines, P. O. 
Box 245, Salt Lake City; vice-chairman—W. L. Boyd, 
Boyd Transportation Co., 715 North 9th St., Boise, 
Id.; W. R. Be ‘rryman, Cotant Truck Lines, Inc., Poca- 
tello, ld.; J. D. Campbell, Utah Oil Refining Co., Utah 
Oil Bldg., Salt Lake City. 


STATE SUBCOMMITTEES 
Idaho 

Chairman—W. L. Boyd, Boyd by oe. 
715 N. 9th St., Boise, Id.; vice-chairman—W. R. 
ryman, Cotant Truck Lines, Inc., Pocatello, Id.; B. ] 
Albertson, Idaho Refining Co., Pocatello, Id.; J. Bum- 
gardner, United Oil Co. of Idaho, Twin Falls, Idaho 
F. R. Golob, Golob Oil Co., P. O. Box 1150, Pocatello 


Utah 

Chairman—O. M. Collett, Collett Tank Lines, P. 0 
Box 245, Salt Lake City; vice-chairman—J. D. Camp 
bell, Utah Oil Refining Co., Utah Oil Bldg., Salt Lake 
City; W. J. Allen, Allen Oil Co., 225 Felt Bldg., Salt 
Lake City, Utah; J. D. Moyle, Wasatch Oil Refining — 
801 Mcintyre Bldg., Salt Lake City, Utah; P. J. 
Union Oil Distributor, Cedar City, Utah; i. a 
Standard Oil Co., Heber City, Utah; S. H. Bennion, } 
O. Box 103, Logan, Utah. 


REGION NO. 12——PACIFIC NORTHWEST 

States: Oregon-Washington 

Chairman—R. J. Monroe, Inland Petroleum Trans 
Inc., Seattle, Wash.; vice-chairman—H. R. Williams, Ar 
raed Transportation Co., Box 5084—Station H, Portland 

re. 

STATE SUBCOMMITTEES 
Oregon 

Chairman—H. R. Williams, Arrow Transportation Co 
Box 5084, Station H, Portland, Ore.; vice-chairman 
H. G. McAllister, Standard Oil Co.. San Francisco 
Calif.; G. L. Norstrom, Asbury Transportation Co., P. O 
Box 4796, Portland, Ore.; A. Horn, General Petroleum 
Corp., Portland, Ore.; J. Gaussoin, Silver Eagle Co 
5885 NW St. Helens Road, Portland, Ore. 

Washington 

Chairman—R. J. Monroe, Inland Petroleum Corp 
Seattle; vice-chairman—W. O. Dickinson, Grange Co 
operative Whse., Seattle; R. T. Williams, Inland Em 
pire Refineries, Inc., Box 6188, Hillyard Station, Spo- 
kane, Wash.; Homer J. Testu, Petroleum Transp. Co 
Seattle; E. R. Raphael, Shell Oil Co., 1219 Westlake 
Ave., N., Seattle. 


REGION NO. 13—PACIFIC COAST 
States: Arizona—California—Nevada 

South California & Arizona: 

Chairman—H. M. Lang, Lang Transportation Corp 
5501 Santa Fe Ave., Los Angeles; vice-chairman—J. 
Sinclair, Union Oil Co. of Calif., Los Angeles; W. O 
Narry, Richfield Oil Corp., Los Angeles; A. C. Whiting. 
Whiting Brothers Oil Co., Holbrook, Ariz.; M. F 
Greaves, Phoenix Wood & Coal Co., P. O. Box 311 
Phoenix, Ariz.; J. Tanzola, Cantlay & Tanzola, Inc 
2835 Santa Fe Ave., Los Angeles; C. E. Seargeant 
Seargeant Transportation Co., 102 N. Milpas St., Santa 
Barbara, Calif.; A. J. Eyraud, Asbury Transport: ation 
Co., 4908 South Alameda St., Los Angeles; J. E. Car 
roll, Signal Trucking Service, Ltd., 3754 E. 26th St 
Los Angeles. 

North California & Nevada: 

Chairman D. Carleton, Standard Oil Co., 225 
Bush St., San Francisco; vice-chairman—A. T. Smith 
Pacific Truck Service, Inc., 600 Park Ave., San Jose, 
Calif.; W. J. Fortier, Fortier Transportation Co., P. O 
Box 431, Fresno, Calif.; J. Hildreth, Acme Transpor- 
tation, Inc., 1020 44th "Ave. Oakland, Calif.; Roy B 
Thompson, Truck Owners Assn. of Calif. 444 Market 
St., San Francisco; James C. Bennett, Tide Water As 
sociated Oil Co., San Francisco; J. Wells, Wells, Inc 
P. O. Box 29, Reno, Nev.; H. A. Harmon, Nevada Mo 
tor Truck Assn., P. O. Box 2168, Reno, Nev. 


Cities Service Gives Advice 
To Customers on Heating 


NPN News Bureau 

NEW YORK—Creation of a Consumer Ser\ 
ice Bureau to aid customers with heating prob- 
lems brought about by threatened  shortag 
of fuel oil this fall has been announced by 
Cities Service Oil Co. Bureau is located at 
the company’s offices at 70 Pine street, New 
York City. 

In a letter to customers August 6, Charles 
E. Foster, vice-president, urged that all cus 
tomers of the corporation avail themselves of 
the free services provided by the new Bu- 
reau’s heating engineers so that necessary cur- 
tailment of fuel oil will result in a minimun 
of discomfort. 

He added: 

“You should write at once. . . . Tell how 
much fuel oil you used last season, how your 
house is constructed, its size, the number o! 
floors and rooms, the number of occupants 
the type of heating system, and the make and 
type of oil burner. Give any other facts whic! 
apparently make it difficult for you to sé 
how you can curtail your fuel oil consumptio: 

“The Bureau will reply promptly, recom 
mending steps which you can take before fall 
Whenever possible, it will avoid recommend 


tions which are expensive. 


NATIONAL PETROLEUM NEWS 





1 | 






Ber 


Bur 
dah 
tell 


mar 
CLC 




















Equipment 
Personals 





santo Chemical Co., St. Louis, an- 

es the resignation of John W. Livingston 

president and a member of the board 

s general manager of organic chemicals 

Mr. Livingston is going to Washing- 

here he will join Rubber Reserve Co. as 
ulting engineel 

Julius A. Berninghaus, general manager of 

f organic chemicals division, has been 

ted to general managership of the divi 


lle replaces Mr. Livingston. 


Edward L. Greene, 
vice-president of Aqua 
Systems at New York, 
has been named _ presi 
dent of the company, 
Mr. Greene is a gradu 
ite of Columbia Univer 
sity and served as a 
lieutenant in the Cana 
dian Expeditionary 
Force during World 
War I. Aqua Svstems is 
i subsidiary of Neptune 
Meter Co 


Steve Bennett, president of Bennett Mfg. Ci 

that 250 members of the company 
were present at the com 
picnic held July 18 at 


Il] 
J. W. Gifford, secretary of Bennett Mfg. Co 
ippointed first lieutenant by the Ord- 


O. M. Blaker has 
been elected vice -presi 
dent of The Wayne 
Pump Co., by — the 
board of directors. Hy 
has been associated 
with Wayne since 1933 
In 1936 he was mack 
assistant sales nan 
ager, and in 1938 was 
appointed assistant to 
B. F. Geyer, company 


re sideni 
| 


Robert P. Page, president of Autocar Co 
Pa., has received a letter from. th. 
Department stating that the company 
warded the Army and Navy “I 

r high achievement in the produc 


juipment 


Bowser & Co.. Inc Fort Wavne lid... 
ubsidiary Phe Fostoria Screw Co., 
Ohi have been notified that they 


thy int Army-Navy “E” produ 





TANK WHIHOUT TORRET 






















































Sure, it’s not a Tank that 
mows down young forests, 
or makes roadways 
through barns. 


But nevertheless, it’s got a 
mightly important job to 
do in helping this Nation roll along to victory. 


Proud to do their part are the men behind the 
wheels on these Turretless Tanks. Responsible, 
not only for transportation but also for conserva- 
tion of the trucks, tires, and metal, they are com- 
ing through in the famous, faultless fashion 
familiar to the Oil Industry. 


At REPUBLIC, we 
too, shall continue 
to adhere to this 
policy. 








(One of a series) 





REPUBLIC OLL €0. 


BENEDUM TREES BLDC. PITTSBURGH, PA. 


THE INDEPENDENT SUPPLIER TO THE INDEPENDENT :-MARKETER 









Wartime Conservation of Meters 


Calls for Periodic Inspection 


Practica helps in the miain- 
tenance of displacement type meters, to con- 
serve this equipment through the war period, 
were given in a paper presented by H. G. 
Smith, Smith Meter Co., Los Angeles, before 
the Texas Weights and Measures Assn. at Aus- 
tin. They include: 

Repairing. cleaning and adjusting meters 
at periodic intervals, to prevent over-delivery. 

Following recommended practice in testing 
meters with master provers, to check accuracy 


correctly. 


Caution against using the volume of gaso 
line or other product, as gauged in storage 
tanks or in truck loads, to check the accuracy 
of meter delivery. 

Inspection of installation of meters at bulk 
plants and on trucks, for improper installations 
are a principal cause of inaccuracy in deliy 
eries 

On the point of the importance for cleaning 


and adjusting, Mr. Smith said: 


“Since the need of repair, cleaning or ad 
justment will always result in’ over-delivery, 
it is of prime importance to the oil companies 
that their equipment be maintained in first- 
class working order.” Once a meter is ad 
justed for accuracy. wear and use will never 
cause a lesser delivery, he brought out. En- 
larged clearances, or greater pressure drop due 
to dirt and interference with meter movement, 
result in greater hydraulic slip, which means 
the meter, until adjusted, is delivering more 
than is measured, 

On testing meters, Mr. Smith said the proy 
ing should be as close to operating speeds as 
possible, for the reason that no displacemeni 
meter will measure with the same degree o! 


ieccuracy from zero speed to full flow. 


“You cannot test a meter, built to operate 
at 200 gal. per minute, into a 10-gal. test 
can at 10 gal. per minute and expect an 


accurate result,” he stated. 


\ meter properly calibrated tor gasoline 
and used on fuel oil will deliver slightly less 


fuel oil it was brought out. 


“This is accounted for by the reduction ir 


hydraulic slip caused by the more viscous 
liquid,” he stated. “It is a problem that is 
undergoing study at the present time in an 
effort to determine the exact percentage ot 
variation in relation to the viscosity of the 
liquid. We know that, at capacity flows, this 
difference may be between one and two-tenths 
of one per cent.” 

In describing types of meter provers in gen- 
eral use (see Fig. 1), Mr. Smith stated it was 
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important that a prover of adequate size be 
used. More 


where — the 


satisfactory tests can be mad 
capacity of the proving tank is 
equal to the rated speed of the meter in 


gallons per minute, he said 


Since the total volume of the proving tank 
is known, the test should be made, it was ad- 
vised, by running that quantity on the meter 
counter and closing the valve so as to stop the 
counter on the exact flow The quantity of 
liquid received in the prover is then noted 


and the plus or minus delivery recorded. 


should be 
\ cer- 


tain amount of liquid will always cling to the 


The calibration of — the 


made with the interior of the tank wet 


prover 


inner wall of any tank used for this purpose 
and, since repeated tests are often made in 
meter calibration, it is assumed that in use the 
tank will always have a wet interior. In mak- 
ing the first run the tank should be filled com- 
pletely and drained, to provide these wetted 


interior surtaces 


Bulk plant managers and tank truck oper 
itors were cautioned by Mr. Smith against 
using daily gauging of storage tanks to check 
meter accuracy, or using calibrated truck com 


partments as a gauge of accuracy 


It would not appear possible to compare 


i meter reading, accurate against a miaste 
prover, with the possible variables existing im 
tank cTauging, he said 


‘Very often the delivery of meters is com 


1 
tanks whose volume 


pared with large gauge 
is computed by strapping and whose liquid 
content is gauged with a_ tape. Meter di 


liveries are also compared with horizontal 
cvlindrical storage tanks and with the calibrated 


compartnents of truc k tanks.” 


In the case of evlindrical vertical tanks, Mh 
Smith stated that. if the measurement is in 
wcurate to one-eighth inch by the tape read 
ing. the error in the liquid volume in the tank 


would be greater. in many instances, than th 


permissible variation in the meter. Most tank 


gaugers, he said, would admit the possibility 


of an error of one-quarter inch in the tank 
reading, due to the position of the plumb bob, 
or the human element present with manual 


With this possible error of measure 


gauging 


ment of tank volume. where it is used to 


check meter accuracy, must be combined the 


possible error in the original calibration «o» 
strapping of the tank, he stated. 


In the measurement of liquid content i: 
horizontal cvlindrical tank of either the truck 
tvpe or the storage type, it was also foun 
that an error of one-eighth inch in measuring 
liquid depth could produce an inaccuracy in 
the volume in excess of the general tolerance 
illowed in meter readings. In commenting o1 
the percentage of error that can be present in 
the measurement of the volume in an elliptica 
truck tank of the type commonly used fo 
large capacity 


transportation of petroleun 


products, the paper stated: 
“In some states the shoe or marker whic 
indicates the calibrated volume of the com 
partment is required to be mounted within th 
dome on top of the tank. In other states 

is required that this marker be mounted bx 
low the top level of the tank. We feel that 
if the marker is in the dome, the possibilits 
of error is slight, but if this marker is place: 
below the level of the dome, a large discrep 


incv_ is possible 


“The contention that filling into the dome 
may trap air pockets within the top of the 
tank is not sufficient reason for gauging be 
low the dome. It is possible to provide for 
bleeding this air and retain the greater a 
It is ob 


vious that in those states requiring a vapor 


curacy of gauging within the dome. 


space which places the marker well below 
the dome, this measurement cannot be ex 
pected to come within the required accurac 


range 


Proper Installation 


Suggestions for proper installation of meters 
in both bulk plant and tank truck deliver 
svstems were given, Mr. Smith stating that 
in many cases, inaccuracies could be trace: 
to this cause 

In truck systems, an air eliminator shoul 
he provided, with the air vent outlet cor 
“Wher 


1 compartment runs dry”, he said, “the intro 


nected to the faucet side of the meter. 


duction of the air into the air eliminator causes 


a valve in the eliminator head to open and 
to by-pass the air to the faucet, breaking the 
suction and allowing the meter to remaii 
full of liquid.” This prevents an inaccuracy 
in the succeeding delivery to the extent of the 
umount of liquid required to refill the met 
svstem 


Where al 


the truck and deliveries are by wet  hos« 


auxiliary pump is installed on 
the discharge of air from the air eliminato 
head should be carried to atmosphere or back 
to the tank truck dome This precludes in 
troduction of air into the hose, which woul 
result in an inaccurate delivery Fig. 2 show 
i proper tank truck meter installation 


Fig. 3 accents the important features 
loading rack installations that govern the u 


curaev of deliverv. 


One teature of the general piping is o 


great importance,” the paper stated. For wan 
f a better name, we call this the break poin 
By this we mean that the terminus of the w 
delivered liquid in the piping must always 
occur at the same point; whether the flow 
stops through the closing of a valve, pumy 
stopping, or the 


supply tank running dr 


This is marked A on the diagram. It is 
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Essential features of meter installa 
mp type loading rack 


readily seen that here the valve is placed at 
the high point in the system. If flow was to 
stop from any cause with the valve still open, 
the liquid stream would break at the same 


point as though the valve had been closed.” 


Air elimination was said to be needed at 
the bulk plant if air or gas can be introduced 
into the system from any source, as: vaporiza- 
tion of the product in long lines exposed to 
the sun, possibility of a tank being drained, 
suction leaks on pumps, or the introduction 
into the system of sections of dry pipe when 


valving from one supply tank to another. 


All air eliminator equipment requires a 
certain back pressure to make it operative,” 
the paper stated. “If the topmost point of 
the piping system is sufficiently above the 
air eliminator tank, sufficient back pressure 
may be available. If this is not true then a 
back pressure should be created by the in- 
stallation of a back pressure valve. This back 
pressure is required to force the collected air 
through the vent valve in the top of the ais 
eliminator and to prevent its being carried 
through the meter system. When the. air 
eliminator tank is mounted below the meter, 

ck valve should be present to prevent 
the back flow into the air eliminator while the 


S he ng EXpe lled _ 


Leaflet Depicts Hitler Defeat 
NPN News Bureau 
EW YORK—Importance of not disclosing 
rmation of interest to the enemy will be 
home to Texaco’s 28,000 employes by 
iflet distributed with the Aug. 1 payroll 
leaflet depicts Hitler making the character- 
Nazi salute on the cover, but when a 
is lifted Herr Schickelgruber has both 
raised in surrender as he stands on 


d. defe ated legs. 


GUST 12, 1942 














SEMI-ANNUAL REPORTS 





Phillips Petroleum Co. as compared with $7,829,945.76 in 1941. Dh 
For the first six months of 1942, Phillips Pe- videns from affiliated companies will not be in 

troleum Co. had a gross income of $69,403,- cluded in the Shell Union’s 1942 income until 

336.50 as compared with $62,431,726.46 in received. Prior to 1942, the equity in earn 

1941’s first half report. However, the net profit ings of affiliated companies was taken into 

was $6,731,419.54 in 1942 as compared with income 

$8,236,676.84 in the corresponding 1941 pe- . . . 

riod. Company report said this decrease was Tide Water Associated Oil Co. 

due to additional costs and taxes brought about Net income for first half of 1942 was re 

by the war ported by Tide Water Associated as $5,037,098 

2 7 ufter all charges and provision for income 

Darby Petroleum Corp. taxes. This is lower than the first half net in 
Net profit of Darby Petroleum Corp. during come of 1941 which was reported as $6,247. 

the first half of 1942 was $334,479.41 as com- 247. Total revenues from sales of petroleum 

pared with $317,943.54 in the same_ period products, however, were higher in 1942 for a 

in 1941. This is an increase of $16,535.87. total of $74,131,958 as compared with $71. 

fila ee . 130,551 for first six months of 1941 

Shell Union Oil Corp. Operating expenses in 1942 period rose to 
First-half report of Shell Union Oil Corp. $66,781,113 as compared with $63,180,347 m 

shows a net income of $7,228,950.12 in 1942 first halt of 194] 





OIL..MORE OIL! A Virac Weapon in WAR! 


Viking Rotary Pumps are doing their part to help the Petroleum 
Industry smash Hitler, Mussolini and the Japs. 


Pictured above is one of 12 huge Viking Pumps, recently 
completed and now in service on one of the Nation's barge lines. 
Capacity of this pump is 63,000 gallons per hour. Operating 
power is supplied by Diesel engine back geared to pump. 





PRIORITY RATINGS...PLEASE! 


Viking can supply pumps for essential War work. It is 
absolutely necessary to give us your priority rating 


TKING and allocation symbol. Be sure to obtain the highest 
PUMPS rating possible. Priority regulations are changed 


SEES TERED BAD) uae 











frequently. Check up to see if changes made improve 


your rating. Thank you 
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COMPANY 


CEDAR FALLS IOWA 
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BMP THAT 1S SELF-ADJUSTING po 


‘AMoUSBUCKETpEsiG 


"ROTARY: 


POWER PUMPS 
5 to 700 GPM. 
TRUCK PUMPS 
50 - 100 GPM. 
HAND PUMPS 


54 models. 


‘Serving the petroleum industry 
for 40 years” 











$6 


OTORISTS know that 
when their present car is gone they may not 
be able to obtain another. For that reason they 
ire trying to get the last possible mile out of 
their present car. They know, too, that the life 
of their motor depends more on the kind of oil 
they use than on any other factor. Take ad- 
vantage of this situation by offering them one 
of the famous FREEDOM brands of 100% Pure 
Pennsylvania motor oils: Four-State, Penn 
Trump, Fort Pitt or Beaver-Penn. Exclusive 
territory on application. Write today. 


FREEDOM OIL COMPANY, Freedom, Pa. 


PACIFIC COAST BULK PLANT AND WAREHOUSE: LOS ANGELES, CALIFORNIA 


| Ways 








COMING | 
MEETINGS | 





to MakeYour 
ROTARY PUMPS 





Last Lov 9*/ 


THIS SERVICE CARD “CHECK LIST” 
iS FREE 


TO ALL BULK PLANT OPERATORS AND OTHER 
USERS OF PUMPS IN THE OIL INDUSTRY 


Hang one near each pump. Insist that it 
be followed. HELP CONSERVE PRESENT 
PUMPS. 


Send for these New Blackmer Bulletins 
They are FREE to pump users. 

No. 301—‘FACTS about ROTARY 
PUMPS"’. 
Structural data and diagrams of 
Bucket Design (swinging vane 
pumps. 

No. 302—PUMP ENGINEERING DATA. 
Usable data on pumps and piping 
practice. 


CLIP and MAIL THE COUPON NOW 


1 To BLACKMER PUMP COMPANY, 
1888 Century Avenue, S.W 

| Grand Rapids, Michigan 
Please send us copies of No. SER-!| CARDS 

10 WAYS TO MAKE ROTARY PUMPS LAST 

LONGER Also copies of bulletins checked 
Bulletin 302 

| Bulletin 30! 
Complete Blackmer Catalog 

4 
Name 

| Company 


Address 





| 
SEPTEMBER 
Oil Trades Assn. of New York, Sports Day, Pelha 
Country Club, Pelham Manor, N. Y., Tues., Sept. 8 
National Assn. of Assessing Officers, 9th Annual Cor 
ference, Cosmopolitan Hotel, Denver, Colo., Wed 
Sat., Sept. 9-12. 
National Petroleum Assn., Annual Meeting, Willia: 
Penn Hotel, Pittsburgh, Pa., Thurs.-Fri., Sept. 17-18 
American Gas Assn., San Francisco, Calif., Mon.-Wed 
Sept. 28-30 
New England Tax Conference, Hotel Biltmore, Prov 
lence, R. I., Wed.-Thurs., Sept. 30-Oct. 1 
OCTOBER 
American Institute of Mining & Metallurgical En 
gineers, Regional Meeting, St. Louis, Mo., Fri., Oct 
> 
American Gas Assn., Annual Meeting, LaSalle Hoté 
hicago, Ill., Mon.-’Tues., Oct. 5-6 
29th National Foreign Trade Convention, Hotel Stat 
ler, Boston, Mass., Wed.-Fri., Oct. 7-9. 
Texas Mid-Continent Oil & Gas Assn., 23rd Annu 
Meeting, Dallas, Tex., Thurs.-Sat., Oct. 8-10 
Western Petroleum Refiners Assn., Allis Hotel, Wichit 
Kans., Fri Oct ) 
American Society of Mechanical Engineers, Fall Meet 
ing, Rochester, N. Y., Mon.-Wed Oct Z 4 
American Institute of Mining & Metallurgical En 
sineers, Petroleum Division Los Angeles, Calit 
Mon.-Sat., Oct. 12-17 
Indiana Independent Petroleum Assn., Hotel Severi 
Indianapolis, Ind., Wed.-thur Oct. 14-15 
National  Strinver Well Assn., Annual Meetin 
Wichita, Kans., Mon., Oct 19 
National Tax Conference, Netherlands Plaza Hote 
incinnati, Ohio, Mon.-Thurs., Oct. 19-22 
Ohio Petroleum Marketers Assn., Annual Conventi 
ind) Marketin Exposition, Hotel Deshler-Wallick 
olumbus Jhio, Wed.-thurs., Oct. 20-21 
Independent Petroleum Assn. of America, 13th A) 
mal etin Lassen Hotel, Wichita, Kans., Mon 
Wed ct. 19-21 
Society of Automotive Engineers, Midwest Fuels & 
Lubricants Regional Meeting, Tulsa, Okla... Thurs 


19-92 
eri ect PaaS 


National Lubricating Grease Institute, 10th Annua 
Meeting, New Orleans, La., Sun.-Thurs., Oct. 25-2 
Oil Trades Assn. of New York, Annual Banquet 
Waldorf-Astoria Hotel, New York, N \ Pues 

Oct. 27 


) 


3ist National Safety Congress and Exposition, Sher 
nan Hotel-Palmer House, Chicago, Ill., Tues.-Thurs 
ct. 27-29 


American Institute of Mining & Metallurgical En- 


gineers, Petroleum Division, Austin, Tex., Thurs 
sat Oct 29-31 

Western Petroleum Refiners Assn., Washington-Youre 
Hotel, Shreveport, La., Fri., Oct. 30 


NOVEMBER 


American Assn. of Petroleum Geologists, Los Angeles 
alit Churs.-Fri., Nov. 5-6 
California Natural Gasoline Assn., Los Angeles, Calif 
tri Nov } 


American Petroleum Institute, 23rd Annual Meetin 


Palmer House, Chicago, Ul., Mon.-Fri., Nov 1-13 

American Institute of Chemical Engineers, 35th A: 
nual Meeting, Netherlands Plaza, Cincinnati, ) 
Mon.-Wed., Nov. 16-18 

American Chemical Society, National Chemical Expo 
sition and National Industrial Chemical Conferenc 
Stevens Hotel, Chicago, Ill., Tues.-Sat., Nov. 17-21 

American Society of Mechanical Engineers, Annu 
Meeting, New York, N. Y., Mon.-Fri., Nov 30-Dex 
4 

15th National Exvosition of Power and Mechanica 
Engineering, Central Palace, N. Y., Mon.-Sat., No 


30-Der ) 


FEBRUARY, 1943 


American Institute of Mining & Metallurgical En 
gineers, Annual Meeting, New York, N. Y.. Mor 


thurs... Fel 15-18 
lowa Indevendent Oil Jobbers’ Assn., Hotel Fort Ds 
Moimes, De Momes, la Wed.-Fri.. Feb. 24-26 


APRIL, 1943 
American Petroleum Institute, Division of Producti 
r District. Wm. Penn Hotel, Pittsburgh 
April 8-9 


MAY, 1943 


Petroleum Industry Electrical Assn... Houston I 
Wed.-1l Mav 5-6 
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Refinery Prices 
Monthly prices in graphs are averages of daily high and low prices shown in Platt’s Oilgram © 
Weekly prices are averages of high and low prices shown in Monday Oilgram, and in NPN 
a F306 Pennsylvania Crude Runs 


“pt. 8 
| Co 


5 peereasieoets ; +4 ; ; (Compiled by National Petroleum Assn. from reports 
1 ; { ; Ske Seer $ 
ey Soe ceggeae ye bj ' of all companies which refined Pennsylvania crud 


Figures in barrels.) 





| Fc TA AT TAS | 
a q ; i Bs ee | i _ denen ' W eek Daily Week Daily 
— SO ee oes A Ended Average Ended Average 
Pro : nee, aS Poi pot} cb ES: BE BE Sa Jan. 3 72,172 Apr. 2 79,353 
: i ; : Jan. 77.676 May ; SO.399 
Jan. 81,658 May 80,761 
Jan. 84,089 May 86,551 
i : i Jan. 82,603 May 2 85.563 
1 En cs ae ee eae Soe te | 4 2 Feb. 74,927 May 3 80,046 
» Oct - : i es Feb. 77436 June 83.996 
we : sd “8 : fy i j j j 1 | et i Feb 82,682 June 83,505 
: i { Feb. 2 $4,173 June 83,648 
: 49 ~ 
| Sta é b #229 6 1320273 © 7 AH Mar 7 80.131 June 80,837 
; Mar 76.862 July 77.973 
Anni = - ' ; Mar. 5 T9510 July 83,919 
& ; 4 Mar. 2 84,185 July 1! 84,892 
ichit Apr 78,175 July 243 
Me é - i | | Apr 82,557 Aug 
mi tt 4 it 3 a 1 oe ‘ } 4 } t——+—4 Apr ; 82,067 1941 Low 
1 En oO Sh: faces er alas wat i 1941 High 
ilit « 
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CENTS 


Gasoline Consumption by States 


Hot Pad 
6 i i i } } i ee (American Petroleum Institute figures in 
; i i 


—_ MAM SAS NDGEMANMS JASE ON D 4 1 10-25 1 BS 2228 § 13 2027 3 10 thousands of gallons) 


5 Months Total 





(January-May) "™~ of 
Rea } i 2 i 942 1941 Change 
: : aed oe Alabama . 31,13 123,702 t+ 6.01 
Arizona . 50,7 49,414 
els Arkansas . 84,56 $2,990 
hur California 953,506 860.) 
: Colorado® ; , 
hmm é Connecticut 148,645 7 
15-29 4 Delaware 24,469 25,632 
nau $ 
Cue $ Dist. of Columbia TO 882 
x Florida . 198,163 
. Georgia . 163,012 
Sh 
ios « Idaho 38,252 
w Illinois 75.819 
Bd Indiana 2,197 
| En gS lowa . 226,971 
hur vu : 
: Kansas 536 
a Kentucky 1,033 
Louisiana All 
ee Maine . 618 
Maryland 2.890 
Massachusetts 
Michigan® 
wel 
Minnesota 
Calif Mississippi 
Missouri 
Montana 
re] » Nebraska . 
: ond Nevada 
» Ar =. w Hampshire 
) . 
x ~w Jersey 
Expr # es hy || ‘~w Mexico 
har + a p jew York 
u bed North Carolina 
nnu 5 rN eed North Dakota 
- De 4 34 Ohio 
kT | Oklahoma 
anica 
oO 32 { Oregon 
Pennsylvania ,191 
30 Rhode Island A997 
Moa MS AS ON i J | MAM J 3 South Carolina 9437 
South Dakota 53,481 
Tennesse 149.898 
En Texas 708,163 
Mor HEAVY FUEL 
D 453 Utah 
t - Vermont 586 
yao Virginia 343 
Washington 14,068 
West Virginia 003 
Wisconsin 340 
wn inS eed | Wyoming 26,494 
ty 
lotal . 873 9,612,469 
Sut Ht = eas ote 
oe °May figures not available at time of publication 
45 te Se Hs ae BG 145 Consumption for first four months of 1942: Colorado. 
VEMAMIJSASONDJIFMAMSJ JASON D4 1B2518 15 229 6 92027 3 1017 243! Oe on ol aie pong - 6 ~~ * mame pins ri 
, e of 73,956, gals.; ichigan, 901 gals., 
194) 1942 AUG decrease of 3.19% from 1941 figure of 406,447,000 
gals 
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STATISTICS 


Monthly figures are actual as reported by Bu- “ ‘ 

reau of Mines. Weekly figures are as esti- R f V Op t 

mated by American Petroleum Institute on Bu- e iner era 10 ns 
reau of Mines basis, except crude stocks which 


are as reported by Bureau of Mines ; 
American Petroleum Institute figures in thousands of barrels of 42 gallons each. Figures include reported 


plus an estimate of unreported amounts and are therefore on a Bureau of Mines basis.) 


Per Cent Daily Per Cent 

Daily Potential of Refining Average Crude ‘ of yy oe 
E Refining Capacity Capacity Reporting Runs to Stills ‘apacity Operated 

TLLLY FINISHED ; Week Ended Week Ended Week Ended Week Ended 
Districts Aug. l July 25 Aug. | July 25 Aug. | July 25 Aug. 1 July 25 
Combined} 2,383 2,383 89.7 89.7 1,660 1,670 69.7 70.1 
Appalachian 174 174 84.5 84.5 152 156 87.4 89.7 
LE Ind., Ill, Ky 784 784 84.9 84.9 742 760 94.6 96.9 

Okla., Kans., Mo 418 418 81.1 81.1 365 354 87.3 354 

ae Kocky Mt 138 138 50.7 50.7 92 94 66.7 68 
GY California 787 787 90.9 90.9 661 624 84.0 13 

Y) = 
CETTE rOTAL t S B. of M. Basis 1.654 1.684 $6.9 86.9 ,675 3,658 78.4 


3,672 
U. S.—B. of M. Basis Aug. 2, 1941 3,865 
| THERE TRS TE 


cs 6251 OS eee 5 2 ees 
OL AUG SEPT 





Gasoline Production Stocks of 
at Refineries inc. Finished and lotal Stocks fotal Stocks 
Natural Blended Unfinished Gasoline Gas Oil & Distillates Residual Fuel Oi 
<a Week Ended Week Ended Week Ended Week Ended _ 
Districts Aug. 1 July 25 Aug. | July 25 Aug. | July 25 Aug. 1 July 25 
Combined} 5,013 4,931 38,442 39,082 18,506 17,432 17,720 17,424 
Appalachian 146 171 2'624 2.741 593 565 582 550) 
Ind., Tlb., Ky 2.560 2,575 15,250 15,532 4,660 1,424 3,547 3,507 
Okla., Kans., Mo 1,245 1,223 7.381 7.305 1,476 1.499 1,386 1,478 
Rocky Mt 307 276 2.151 2” 202 408 398 550 574 
California 1,567 1,388 15,476 15.419 11,887 11,648 54,598 54,253 
Potal ( Ss B. of M 
Basis 11,138 10,864 $1,324° $2.281°° 37,530 35,966 78,383 77,816 
{ S B. of M. Basis 
Aug. 2, 1941 13,262 84,668 $3,307 92,197 
*°Finished 73,578,000 bbls.; unfinished 7.746.000 bbls »® Finished 74.628,000 bbls.; unfinished 7,655 


000) bbls 


tIncludes East Coast, Inland Texas, Texas Gulf, Louisiana Gulf, and North Louisiana-Arkansas districts 
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RESIDUAL ar OIL. STOCKS 
Crude Oil Stocks N. P.N. Gasoline Index 


Hy TY Bureau of Mines figures in thousands of — barrels _— Te 
See TT lil i cen on 


Grade or Origin July 25 Aug. | Change Cents Per Gallon 
Pennsylvania Grade 3,301 3,562 + 6) Aug. 10 10.47 6.67 








Other Appalachian 1.402 1,363 39 Month ago 11.30 7.10 
Lima-Michigan 1.757 1.594 168 Year ago 10.04 6.71 
alia 9376 9 2 ; 
Llinois-Indiana 12,076 12,214 362 Dealer index is an average of “undivided” dealer 
Arkansas 2,741 2,628 113 prices, ex-tax, in 50 cities 
7 Kansas 7877 7,349 528 fank car index is a weighted average of following 
JFMAMJJASOND wes +6 — er Louisiana 13.707 13.806 99 wholesale markets for regular-grade gasoline, FOB rr 
- - fineries or terminals: Okla., Mid-Western, W. Penna 
oO i] 9R ° 
Northern 121 5,261 141 Galif., N. Y. Harbor, Philadelphia, Jacksonville, Bos 
Gulf Coast $8,586 $8,545 10) ton and Gulf Coast 
Mississippi 1,821 1,880 + 5Y 
New Mexico 6,294 6,190 104 
Oklahoma 415,770 45,600 170 


fi} 1) i | [CRUDE He one THT) lexas 100,286 100,768 4482 
- GHNRRMECEEG GUA BReSeenes Rest Texan 26,659 27.243 4584 GRA. Spite Repost 








, West Texas 24,127 24,337 +219 (Compiled by Ohio Petroleum Marketers Assn. reports 
gay Pegi a 9) e ee Gulf Texas 26,531 26,209 322 of member companies. Figures in’ barrels.) 
‘> 3 Other Texas 22.969 22,979 + 10 1 
NaN EHE EG Panhandle 4,230 4.239 9g July _ 
conn nH] ; ‘ = apes Gasoline Stocks, Total 2,906,765 3,357,445 
North 6,110 6,145 35 Aviation Gasoline 297.533 563,955 
South 4.763 4.888 +125 Motor Fuel 2,188,893 2,302,¢ | 
, = of a e Naphtha 420,339 490,85 
Other 7.866 7,707 159 ie aciil 204.422 929 889 
Rocky Mountain 15,278 iS.173 105 Diesel Gas Oil 787,454 778,138 
California 36,152 36,214 + 32 Diesel Fuel 79,542 45,240 
“ . sas od Gas Oils, other types 1,200,328 1.311.345 
Foreign satel 195 L05 Bunker “C” Fuel Oil 301,293 116,189 
Cut-back asphalt 17,699 82,959 
. she 949 9B? 948 32 ( 0 Blk onde ~~ 
Total S. refinabl 249,262 248,336 926 No. 5 Fuel O}) 150.656 368.82 
Heavy in California LL,107 10,913 194 Crude Runs (daily avg 70,700 SS.84 
Crude Oil Production 
6 
g¢ American Petroleum Institute figures 
a WEEK ENDED WEEK ENDED 
5 Aug. 8 Aug. | A 8 Aug. | 
z. z. ug. ! . 
. Barrels Barrels Barrels Barre! 
4 (Daily Average) (Daily Average 
‘i Oklahoma 383,400 379,050 Eastern (IIL. & 
3 Kansas 280,050 283.700 Ind. excluded 102,550 91, 20% 
Nebraska 3,500 3,550 Michigan 62,500 60,100 
ae Texas 906,550 1,224,850 Wyoming 90,750 91,15 
4 mes 330,800 324,150 Montana 21,650 21,70 
Arkansas 72,500 72.350 Colorad 6.800 6,70 
é ~ oe FMAM J r KSOND J ETE 5 AS ONOT . : Mississippi 82,000 75, a50 N. Mexico 70650 70:65 
20 62390 6 Dawe <i Az! Oe Illinois 274,350 268,450. California 676,700 699,20 
194! ] 1942 MAY JUNE JULY AUG Indiana 18,300 17,950 
Total t S 3,383,050 3,690,660 
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Mid-Westen 


CHICAGO 


their 


Several  Miid-Western 


quotations on all 


refiners 
ivanced grades of 
isoline 0.125c here this week but price range 


affected. New 


was 5.875 to 6c, up 0.125c¢ on low 


“regular” alone 


2-74 


Yo othere changes in quotations reported. 


range on 


oct 


Refiners and tank car marketers reported no 
Liftic ults 


rial 


in selling—providing they have ma- 
und tank cars. Several suppliers revealed 
t they were turning business away. 


Tank car 


ut week of 7 


marketers reported sale through 


cars Ethyl, 2 cars at 6.25c, 2 


irs at 6.5c¢ and 3 cars at 6.375c, 13 cars ol 
regular’, 11 cars at 5.625¢ and 2 cars at 5.5c, 
ind | car 63-66 oct. at 4.75c, all sales FOB 
rroup 3 

Refiners Group 3 quotations ranged 6.75 to 
c for 78 oct., 5.9 to 6c for 72-74 oct, and 
3.375 to 5.625c for 63-66 oct. Marketers 


) ' ie — ao aloe 
puoted the 3 products at 6.25 to 6.5c, and 5.375 


1.75 to 5.25¢, 


Mid-Continent 


5.75¢, and respectively 


rULSA—Sales prices for Grade 26-70 nat 
ral gasoline were 0.375c¢ higher from both 
rigins by close of the week, sales having been 


ported at ‘3.0¢c, 


OB Breckenridge 


FOB Group 3, and at 3.125c, 


Reflecting continued heavy demand, quo 
itions for all grades of refined gasoline were 
eported 0.125¢ higher by many refiners in 
Oklahoma and North and West Texas. As of 
Aug. 7, quotation ranges were for most part 


exception being Oklahoma 78 
0.125¢ 


| 
change One 


t. Ethyl, up 
1.7 5-6.875« 


on highs and lows to 


calls 
buvers, 
Mid-Continent 


WeT¢ 


both trom Mid-Continent 
market; 


their 


Inter-refinery 


d Kast Coast continued in 


eral refiners said sup 
unsuccessful ef 
Scarcity of tank cars 


> Was rel lay Wg shipmn nts, some refiners said 


getting lower with 


rts to buy from others 


said he had bought 350 cars of 


refines 


Texas 
gasoline to meet commitments, which inchided 
LOO Ethyl, 75 cars 80° oci 
Ethyl, 100 cars SO oct. (39 Research), and 75 


cars 72-74 oct. 


cars ot 78 oct. 


Prices paid were not divulged 
Demand and prices for other refined prod- 


ucts remained unchanged. Supplies continued 


low and closely held, with several refiners re- 


porting “unlimited demand” for what grades 


of kerosine and light fuels they could supply 


Atlantir Cans} 


NEW YORK—Refined products were quoted 


lower along the Atlantic Seaboard the past 
week in accordance with Amendment No. 27 
to OPA’s Price Schedule 88 effective August 5 


Ranges were down 2.5¢ a gal. for gasoline 


0.9¢ a gal. for kerosine, l.le a gal. for Nos. 2 
and 3 fuels, gas house gas oil, and diesel oil 
$0.462 per bbl. for Diesel oil 


bunkers, and $0.15 per bbl. for Nos. 


shore plants , 


5 and 6 


ind Bunker “¢ fuels. 
Despite expectations in the trade that lower 
prices would stimulate buver activity, suppliers 


demand still “easy” following — the 
Markets for light 
through the earlier part of the summer, wer 
week that 


there’s only material avail 


reported 


reductions. oils, active 


quiet all “Jobbers realize now 
limited amounts of 


ible and they'll get it as soon as suppliers can 


make 


Gulf 

NEW YORK---Cargo tank 
No. 2 fuel and tank car inquiries for gasoline 
heating oil Bunker “C” fuel 
ported at the Gulf the weck ended August 8 
100,000-bbi. cargo of No. 2) tor 
September litting and 400 tank cars of the sam 


“this 


deliveries” one supplier — explained 


and car sales of 


and were re 


Sales were 


product for delivery month” in buyers’ 


, naa 
ears, both at 3.75e, same price as last previ 


ously reports dl sale No. 2 cargoes were quoted 


at 3.75 to 3.875« 


Inquiries for “what vou can supply” of 
72-74 oct. (ASTM) leaded gasoline for im- 
mediate shipment East m buyers’ cars were 
reported by refiner who said all his material 


Another reported inquiry for 
Bunker “C” 
seller's cars, while a third quoted $0.85 on an 
30,000 bbls. of Grade “C” for late 


August shipment destination not revealed 


PR. J . 
NEW YORK—tTank car quotations in West- 


ern Penna. were unchanged generally the past 


was committed 


“what you can ship” of fuel in 


inquiry for 


week, although products were priced lower 
in other parts of District 1 following OPA in- 
structions. Western Penna. refiners for the 


most part had not taken advantage of the ad- 
vances granted by OPA June 29 and earlier 
August 5. 

had taken full 


tage of previous OPA price advances generally 


ind rescinded in part 


Chose refiners who advan- 


reduced kerosine 0.9¢ and fuel oils 1.le, nar- 
rowing price ranges for those products in both 
upper and lower fields. Lows of ranges were 
unchanged, however. 

Products continued strong generally, with 
most refiners sold out and no let-up im call 
reported. Neutrals alone were “weak”; “they're 
the 


refiner 


only products that need attention,” one 
Other 


light products were very tight 


LOS ANGELES 


changed with lows on gasoline at 5c, 6c and Te 


commented lubes, wax ind 


Prices continued un 


for third-grade, regular, and Ethyl, respective- 


ly 


fuel oil market continued strong, withdraw- 


als from storage were heavy Gas oils, usu 


ally weak at 


Considerabk 


this time of vear, were active 


gas oils being used 


fuel 


quantity of 


for blending with heavy 





Index of Governmental Orders Concerning Petroleum Prices 


Orders requests “ceilings”, and 


mental 
I which are 
EUM NEWS 


have been published as follows: 


NATIONAI 
PETRO- 
LEUM NEWS 


im prices tor paral 


restating con- 


ents of letters of Nov. 7, 10 and 


<8 1 Amendment No. 1 to parat 


price schedule Feb 11 pz 


j OPA Price Schedule No. 88 Feb. 11, pz 
12 Amendment No. 1 to OPA 
Price Schedule No. 88 Feb. 11, pg 
"42 Amendment No. 2 to OPA 
e Schedule N SS Feb 11, pg 


nt N 1 to Revised Price Sched 


¢ 
> N 88 (Combined form of Sched 
ile 88 nd its 4 previously issued 
el é s Mar. 11, pg 
iximulr prices for 
! de crude Apr. 1, pg 
26 }2.-_Maximum s.s. prices for 
grade gasoline in East Coast 
> c Northwest Apr 1 pe 


1942 


other statements 
igencies Concerning prices of petroleum and products, prices 


published in this market section of NATIONAL PETRO- 


issued by Go, 


Mar. 26, "42--Approval of 
gasoline, Atlantic 


Mar. 26, *42 





i) 
Coast 


™ 


NATIONAL Piatt's 
PETRO- PLATT’S OIL-Law- 
LEUM NEWS OILGRAM GRAM 
id ‘ 
states \y 1 pg. 10 Mar. 3%, pg. 4 Per. 241 


Approval of 0.4e¢ advance 


kerosine and light fuels At 
Coast states \} 1 pe 10 Mar. 25, pg. 4 Pe. 241 
Piatt’s Mar. 26, '42-—Maximum prices for Bunke 
PLATT’S OIL-Law C’’ & No. 6 fuel, East & Gulf Cousts Apr 1, pe ll Mar. 25, pg. 4 Pe. 242 
OLLGRAM GRAM Apr. 4, '42-—-Minimum 3c maregir 
erators in Curtailment Area Apr x pz ’ Apr pg. 2 Per. 271 
Nov. 21, pg. 1 Pg bb 
ap! 1, '42-—Prices for crude f 
opened since Oct. 1, 1941 Apr 8S, pe Apr. 6, pg. 1 Pg. 273 
Jan. 19. p Pg 125 Apr. 18, ’42-—-Price advance Rite 
Tr : fia ; aa La crude Apr 4 pe Te Apr. 20, pa. 2 Pz wo 
“1 Jan. 29, pg. 1 Pg 1 Apr. 27, '42—Tank wagon prices Ar 
aon a : . - sas, Montana New Mexic ) 
17 Feb. 4, pg. 1 Pg. 159 homa, Wyoming 1 pg Apr. 29, pg. 1 Pe 353 
. > 2 '42 East Coast ivance fer 
18 Feb. 9, pg. 1 Pg. 167 APF. 28, °42—Ea _ 
tive Apr. 30 Apr. 29, pg Apr. 29, pg. 1 Px. 455 
18 Feb. 9. pg. 1 Pe. 16 Apr 28, °42-——Maximum service ta I 
prices May 6, pg. 12 Apr. 29, pg Pa. “Ob 
May 12 "42 —-Maximum prices a ( 
™ — Coast area May 20, pw. 7 Mayl4, pe 2 Pe 402 
15 Mar. 7, pg. 1 Pg. 205° May 26, '42—Discounts frozer x 
1-15, '41 levels June 3, pe ’ May 27. pz 1 Pe. 439 
19 Mar. 25, pg. 1 Pg. 237 June 27, '42—East Coast advance effective 
June 29 July 1. pe June ’7. pg 1 Pe Ss 
Aug. 3, ‘'42——-East Coast decrease ef 
11 Mar. 25, pg. 4 Pg. 23 fective Aug. 5 Au 1, pg. 1 Au Xp P 649 












REFINERY and SEABOARD PRICES 


In bulk lots by Motor Transport, Tank Car, Barge or Tanker as shown 


NOTE 
HOW PRICES ARE REPORTED— 


Refinery and Seaboard prices in National Petroleum News are gathered by PLATT’S 
OILGRAM and are published in the Monday issue of the OI[LGRAM 

PLATT’S OILGRAM is a reporting service issued in three identical editions daily 
from News Bureaus at New York, Cleveland, and Tulsa, Okla. PLATT’S OI! 


Parenthetical figures after prices indicate number of companies quoting when less than three companies are quoting. 


where shipment is generally to be made in ninety days. Prices are FOB refineries 

pipelines, or tanker terminals in districts designated. 

Prices shown are for quantities in bulk such as tank car lots, motor transport lots 

or barge lots; and in cents per gallon; heavy fuel oils are in dollars per barrel of 42 
S. gallons; wax and petrolatums are in cents per pound. Prices applying to barges 

or cargoes only are so designated 
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. - . Prices do not include taxes or inspection fees. Prices are published at the close of 
GRAM gathers and publishes what its publisher and representatives believe to be he business dev. din cee sta 
accurate news of sales, prices and current happenings affecting the oil industry Mid-Western prices in the tables were gathered from refiners with offices located 
and that will be of interest to its subscribers. As this information is usually private in Chicago and the surrounding territory While the prices are quoted on a Group 3 
OILGRAM reports it according to what it is able to obtain from sources deemed Oklahoma) freight basis, this is in accordance with the custom of the oil industry 
reliable. ; : , 7 which uses Group 3 as a price basis for the ease of comparing prices even when the 

All information, Is supplied without guarantee as to its completeness, accuracy material originates in another refining district Other refinery prices are given 
time of transmission or promptness of delivery. by and for the particular refining district where the material is made and from which 
The subscriber receives this information for his private use and not for resale or it is shipped. 
further distribution ; When prices obtained by OILGRAM do not conform to these conditions the ex- 
Ae omen sige ite the right to change the extent, nature and form of showing this ception and the new conditions are noted in the news lead or in conjunction with 
information at any time. > > : the price table by footnote or otherwise, for the particular refinery or sales district 
Prices shown in the tables are quotations (meaning sellers’ general offers or posted involved : 
loaaes bo gggen <p yo i gases pam Pa ny ene ae "epee Mapa Crude oil and products covered by OILGRAM’S news and price service, except 
SRSACHONS, CACEPE 28 CUNT WMO Speciied. where noted, have been represented to the publisher as fully up to the customary 
Prices arrived at by discounts off a specified price or “‘market date of shipment trade specifications indicated and according to the generally accepted methods of 
prices named in contracts or prices arrived at in accordance with any arrangement test: and all crude oil and all products thereof as having been lawfully produced 
} made prior to date of sale, are not for “open spot” transactions and therefore are and transported. 
not considered in making the price tables. Prices made to brokers and prices in Any apparent error should be reported to the nearest OLLGRAM or National 
| “Inter-refinery”’ transactions are also not considered except as may be noted Petroleum News office at once as no correction will be made after the second issue 
| All prices are for “immediate” shipment except in Gulf Coast bulk transactions of the OILGRAM or National Petroleum News following its publication. 
4 

NOTICE—Owing to great demand, refiners generally limit quotations to regular customers and refuse bids, though higher, from others. Refiners’ prices 

1 
and sales shown; bids reported in market leads. 
| 
| Summary of Daily Gasoline Prices (Aug. 4 to Aug. 10) 
| 
| U. S. Motor, (ASTM octane Monday Friday Thursday Wednesday Tuesday 
78 octane Ethyl: Aug. 7 Aug. 6 Aug. 5 Aug. 4 

| Oklahoma. ..... etiam puclerexa kn 6.69 — 6.86 6.75 -— 6.875 6.625-— 6.75 6.625-— 6.75 6.625- 6.75 
Mid-Western (Group 3. basis a ae 6.f0 eS 6.75 7 6.75 7 6.75 7 6.75 7 
} N. Tex. (For shpt. to Tex. & N. M. dest’ns. 6.6 - 6.8749 6.6 6.875 6.6 6.875 6.6 ». 875 6.6 6.875 
| W. Tex. (For shpt. to Tex. & N. M. dest'ns. 6 Bio-e(2 6.875 (2 6.875 (2 6.875 (2 6.875 (2 
| 72-74 octane: ; 
} Oklahoma. .. . : gta ae alatgran bes ». Bio- 6 5.75 - 6 5.75 — 6 5.75 - 6 5.75 - 6 | 
| Mid-Western (Group 3 basis) mee » Bio- 6 5.75 6 5.75 6 5.75 6 5.75 6 
N. Tex. (For shpt. to Tex. & N. M. dest'ns ».i9 — 6 5.75 6 § 73 6 5.75 6 5.75 6 
W. Tex. (For shpt. to Tex. & N. M. dest’ns.) » Bio- 6 9.875 9.875 5.875 5.875 

63-66 octane: 

Oklahoma... . ; SE ee F > ». 625 5.375- 5.625 5 5.625 5 >. 625 5.375- 5.625 | 
! Mid-Western (Group 3 basis : . ) 09 2.625 5.375- 5.625 5 5.625 5 5.625 5.375-— 5.625 

N. Tex. (For shpt. to Tex. & N. M. dest'ns. ». SfO- 9 5.375- 5.4 ) 2.4 5) >.4 5.375-— 5.4 

W. Tex. (For shpt. to Tex. & N. M. dest'ns ». TO(h 5.625 (1 5 (1 5.625 (1 5.625 

60 octane & below: 

Oklahoma. ..... ; 9. 125- 9.25 5 §.25 5 B25 5 5.25 5 5.25 
Mid-Western (Group 3 basis > ». 2a 5 5.25 5 §.25 5 5.35 5 5.25 
N. Tex. (For shpt. to Tex. & N. M. dest'’ns $.875— 5.25 4.75 5.23 1.75 5.25 &.75- 5.125 4.75 5.125 | 
W. Tex. (For shpt. to Tex. & N. M. dest'ns. ». 125- 9.25 5.225 5.125 5.125 5.125 
Motor Gasoline, 72-74 octane (ASTM) 
New York harbor <a ; ; 9.2 10.2 9.2 10.2 9.2 10.2 9.2 10.2 Re 2 .7 
New York harbor, barges. . 9 1 9.2 9 1 9.2 9.1 10.1 9 1 9.2 11.6 i. 7 
Philadelphia district... ... 9.2 9 9.2 9 7 9 2 9.7 9.2 9.7 11.7 12.2 
Baltimore district... ... eats ; 8.95 8.95 8.95 8.95 11.45 
Motor Gasoline: 
Western Penna. Bradford-Warren: 
“QO” Gasoline, Min. 70 Oct. (ASTM)... . ?7.5-7.75 (2 7.5-7.75 (2 4.0 75 (2 7 .5-7.73 (2 7.5-7.735 (2 
Western I a. Other Districts: 
“QO” Gasoline, Min. 70 Oct. (ASTM ‘ 7.25 7.3 7.25  e $.20 Se 7.25 ie: 7.20 tom 
Gasoline—U. S. Motor (ASTM) except where otherwise specified 
Prices in Effect Aug. 10 Aug. 3 Prices in Effect Aug. 10 Aug. 3 4 . \ ‘ ° 
» . ‘rosine, & Gas ‘Il Oils 
OKLAHOMA ARK. For shipment to Ark. & La Ke 9 a F ue I il } 

78 oct. Ethyl 6.75 — 6 875 6.625- 6.75 72-74 oct., leaded 125 (1 6.125 (1 a ae hccae 

72-74 oct.... >. 875— 6 i 6 70-72 oct 87501 5.75 (2 5 | 

63-66 oct. 5.5 -— 5.625 5.375- 5.625 62 oct 5] 5.375 (1 OKLAHOMA 

60 oct. & below 5. 2Z5- 5.35 5 5.25 60 oct. & below, un 41-43 grav. w.w 4.375- 4.5 4.375- 4.5 

60-62 400 e.p....... 5.125 (1) 5.125 (1 leaded STOUT >. 25 (1 42-44 grav. w.w 1.5 4.6: 4.5 4.625 

Range Oil . A 1.: 4 - 4.375 
MID-WESTERN (Group 3 basis saat Ace a a fee oe 
on * aia ee = Pa " str: 87: : 75- 
78 oct. Ethyl ; 6.05 r 6.75 ‘ ‘ . Nc 9 nomen t ¢ ; 1 3 ¢ ar 4.12 
72-74 oct § 875- 6 S 76 6 WESTERN PENNA. Motor gasoline No. 3 f a. si aa fC" > ee . "3 eo 
ak : ‘ i 35(2 35(2 
63-66 oct 5.375- 5.625 5.375- 5.625 Bradford-Warren 1 °C LG as Oil 3 625 “ 75 (1) 3.625-3.75 (1 
‘ AIS - “eg ns a ss . GL. Gi . 3.625-3.7 3.625-3.7: 
60 oct. & below ° 9.29 9 5.29 “(Q”’ Gasoline, Min. 70 No. 6 fuel $0. 80-$0 .90(2) $0.80-$9.90(2 } 
: Oct. (ASTM 7.5-7.73 (2 7.5-7.73 (2 14-16 fuel $0.95 (1 $0.95 (1 j 
N. TEX. (For shpt. to Tex. & N. M. dest'ns. 

78 oct. Ethyl 6.6 6.875 6.6 6.875 Other districts Fe : 

72-74 oct... $.75 6 S.2%0 6 “QO” Gasoline Min. 70 MID-WESTERN Group 3 basis 

63-66 oct 9 375 5 a . 75 5.4 Oct ASTM), ‘.20 ta 1.20 Lie 41-43 grav. w.w $.375- 4.625 4.375- 4.625 

60 oct. & below 1875-525 4.75 - 5.25 42-44 grav. w.w 5 (2 4.5(2 

60-62, 400 e.p. §.375(1 5.25 (1 Range Oil 1 11 4 11 

No. Ll p.w 3.875- 4.125 3.875- 4.125 
W. TEX. (For shpt. to Tex. & N. M. dest'ns. CENTRAL MICHIGAN (FOB Central Mich. re No. 2 straw 3.6 — 3.625 3.6 - 3.625 

78 oct. Ethyl 6 .875-7(2 6.875 (2 finery group basis for shpt. within Mich.; shpts. may No. 3 3 a 3.9 

79-74 oct....... 5 875- 6 S& 875 originate at plants outside Central group No. 5 $0.85 (1 $0.85 L 

6%:66-cct.. 5 TRL 5 625 (1) U.S. Motor: (Oct. ASTM): No. 6 $0. 80-$0 .85(2) $0. 80-$0.85(2 

60 oct. & below 3, 125- 5.25 5.125 72-74 oct 8 8.5 8 8.5 

one oe sei 1 oie N. TEX. (For shpt. to Tex. & N. M. dest’ns 
CENT. W. TEX. (Prices to truck transports Str. run gasoline, ex . - 
apg sais atin cluding Detroit shpt 4 6 5 6 ig 44 wow 4.125- 4.75 4.125- 4.75 
t. & above 7 (2) 7 (2) o. as 5-3 $.2(2) 4.1 4.2(2 

72-74 oct... >. 875 (2) 5.875 (2 

67-69 oct ; 5.375 (1) 5.375 (1 

62 oct. & below 5.125 (2) 9.125 (2 : , 

OHIO S. O. Ohio quotations for statewide delivery AMARILLO. TEX For aint. to W, Okla. & Tex 
AMARILLO, TEX. (For shpt. to W. Okla. & Tex and subject to exceptions for local price disturbances liffe ae oy ii ; ; . : ai 
differential teritory. 72-74 oct 8.375 8.375 ae ee ; 
: F ? r 2 . 41-43 grav. w.w No Price No Price 

60 oct. & below No Price No Price No. 1 straw 131 431 

60-62, 400 e.p. No Price No Price 
KANSAS (For Kansas destinations only) CALIFORNIA U.S. Motor KANSAS (For Kansas destinations only 

78 oct. Ethyl 7.25 (b , 7.25 (1 78 oct. & above (Ethyl) 7 8.75 7 8.75 41-43 grav. w.w , No Price No Price | 

72-74 ae 6 _-6.2(2) 6 i 2(2 70-75 oct. (regular 6 - 7.75 6 7.75 2-44 gravity w.w 48 875 (2) 4.8 —4.875 (2 } 

63-66 oct.... 5.625 5.8(2 5 625 >.8 (2 65 oct. & below ird No. 1 p.w 4.25-4.3 (2 4.25-4.3 (2 

60 oct. & below 3.20 >.4(2) 5.25 > z grade 5 6.75 5 6.75 No. 6 fuel $0 .90(1 $0.90 (1 
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REFINERY PRICES (Continued) 


NOTE—Parenthetical figures after prices indicate number of companies quoting when less than three companies are quoting. 


VOTICE—Owing to great demand, refiners generally limit quotations to regular customers and refuse bids, though higher, from others. Refiners’ prices 


and 


sales shown; bids reported in market leads. 





Kerosine, Gas & Fuel Oil 
Continued 


Prices in Effect Aug. 10 


Aug. 3 





ARK. For shipment to Ark. and La 
11-43 grav. w.w 1.625 (1 4.625 (1 
No. 1 til tcl 
No. 2 ,.51 ..3 0 
No. 3 fuel ,.5 (1 3.5 (1 
Tractor fuel, for shpt 

to Ark points only 9 (1 5 (1 
WESTERN PENNA. 
Bradford-Warrer 
15 grav. w.w 6.25 i.8@ 6.25 8.65 
16 grav. W.W 
No. | fuel 6 25 7.625 6.25 
No. 2 6.25-7.75 (2) 6.25 
No. 3 6.125- 7.625 6.25 
36-40 gravity 6.25 6.25 
Other district 
5 grav. w.w 6.125 7.625 6.125- 8.525 
16 grav. W.w 6.125- 6.25 6.125- 6.25 
17 grav. w.w 6.25 6.375 6.25 6.375 
No. 1 fuel 5.875— 6 > B75 
No, 2 9 875- 7.125 5.875- 8.045 
No. 3 9.875-— 7.125 5.875- 8.045 
36-40 grav., Pittsburgh 

dist. prices excluded 9.875 7 5.875- 8.1 


CENTRAL MICHIGAN 


finery group basis for shpt 


FOB Central Mich. re- 
within Mich.; shpts. may 
originate at plants outside Central group. 


17-49 gravity w.w 2.709 6 e.%0 6 
P.W. Distillate 2.0 2 
No. 3 gas oil, Straw.. 5 5 
U.G.1. gas oi L.3+G4 4.5(2 
Fuel Oils (Vis. at 100), 
300-500 Vis £51 1.51 
100-300 Vis 1.5 4.5 


OHIO (S. O. quotations for statewide delivery 


K erosine 


CALIFORNIA 


10-43 grav. w.w 4.5 7 $.3 7 
Sar Joaquin Valley 
Heavy fuel $0.85 (2 $0.85 (2 
Light fuel $0.95 (2 $0.95 (2 
Diesel fuel 4 (2 4(2 
Stove dist 5 (1 5 (1 
Los Angeles 
Heavy fuel $0. 80-0.85(2) $0.80—-0.85(2 
Light fuel $0 85-0.95(2) $0.85-0.95(2 
Diesel fuel 3.5 4 (2 3.3 4(2 
Stove dist 3 $5 (Zz 3 -5(2 
San Francisco 
Heavy fuel $0.90 (1 $0.90 (1 
Light fuel $1.00 (1 $1.00 (1 
Diesel fuel 1.5 (1 4.5(1 
Stove dist 5.5 (1) 5.5 (1) 


Vole: All above heavy fuels meet Pacific specifica- 
tion 400; light fuel, spec. 300; Diesel fuels, spec. 200; 
distillate, spec. 100 


ind stove 


Lubricating Oils 
WESTERN PENNA, 


Prices are for sales made, or offers reliably reported, 
to jobbers & compounders only. 


Viscous Neutrals—No. 3 col. Vis. at 70°F. 
200 Vis. (180 at 100°) 420-425 fl. 
0 p.t 0.51 0.51 
10 p.t 39.5 (1) 39.5 (1 
15 p.t 38.5 (1 38.5 (1 
25 p.t 33 33 
150 Vis. (143 at 100°) 400-405 fl. 
0 p.t 38.5 (1 38.5 (1 
10 p.t 37.3. 37.5 (1 
15 p.t 36.5 (1 36.5 (1 
25 p.t 31 31 
Cvlinder Stocks 
Brt. stk., 145-155 vis. at 210°, 540-550 fl., No. 8 col. 
10 p.t 30.5 (1 30.5 (1 
15 p.t 29.5 (1) 29.5 (1 
25 p.t 25 25 
600 S.R. filterable 15 15 
650 S.R iS.5 i$.5 
600 fl 16 16 
630 fl 17 17 
MID-CONTINENT F. o. b. Tulsa 
Neutral Oils (Vis. at 100° F. 0 to 10 P.P 
Pale Oils 
Vis. Color 
60-85 No. 2 8 8 
86-LLO No. 2 8.5 3.5 
150 No. 3 14.5 14.5 
180—No. 3 15 15 
200— No. 3 15 15 
250—No. 3 16-16.5 16-16.5 
280-—No. 3 17 17 
,:00—No. 3 18 18 





Oils (Cont'd) 


Lubricating 





Prices in Effect Aug. 10 Aug. 3 
Red Oils: 
180—No. 5 Dba ime! 
200-—No. 5 (1 bye! 
280 No. 5 No Price No Price 
300—No., 5 17.5 (2 17.5 (2 
Note: Viscous Neutrals, 15-25 p.p. generally are 
quoted 0.5¢ under 0-10 p.p. oils Non-viscous oils, 
15-25 p.p.; generally are quoted 0.25c under 0-10 
p-p. oils. 
Bright Stock Vis. at 210 
200 Vis. D 27 (1 27 (1 
150-160 Vis. D 
0 to 10 p.p 23 23 
10 to 25 p.p 22 .5-23 22 .5-23 
25 to 40 p.p 23 (1 23 (1 
150-160 Vis. I 22 (2 22 (2 
120 Vis. D 
0 to 10 p.p 22 (2 22 (2 
600 S.R. Dark Green 8.5 (1 8.51 
600 S.R. Olive Green 10-11 10-11 
631 SR. 18.5 (1 18.51 
Black Oil 5.51 5.5 (1 
SOUTH TEXAS Neutral Oils 
Vis. Color 
Pale Oils Vis. al 100° F 
100 No. 14-2... 6.5 6.5 
200 No, 2-3 8.75 8.75 
300 No. 2-3 9.25 9.25 
500 No. 2%-3 % 10 10 
750 No. 3-4 10.25 10.25 
1200 No. 3-4 10.375 10.375 
2000 No. 4 10.5 10.5 
Red Oils 
100 No. 5-6 Z 6.5 (2) 6.5 (2) 
200 No. 5-6 8 8.75 
300 No. 5-6 ‘a 9.2 9.25 
500 No. 5-6 10 10 
750 No. 5-6 10.25 10.25 
1200 No. 5-6 10.375 10.375 
2000 No. 5-6 10.5-11.5 1L0.5-11.5 
CHICAGO (From Mid-Continent p.l. crude 
Neutral oils (Vis. at 100° F. 0 to 10 p.p 
Pale Oils 
Vis. Color 
60-85 No. 2 9.5 (1 9 5(1 
86-110-——No. 2 1O (1 cl 
150 No. 3 3.50 15.5 (1 
180-—No. 3 16 (1 16 (1 
200-— No. 3 lo(l 16 (1 
250-—No. 3 71 7 (1 
Red Oils 
180-——No. 5 16 (1 16 (1 
200— No. 5 16 (1 16 (1 
250—No. 5 17 (1) 17 (1 
280— No. 5 181 time! 
300—No. 5 18.51 18.5 (1) 
Note: Viscous oils, 15 to 30 p.p. are quoted 0.5c 
lower; 60-85 and 86-110 No. 2 non-viscous oils, 15 


to 30 p.p., 0.25« lower. 


Unfiltered Steam Refined 

140 l 
160 l 
200... l 


Viscosity at 210°) 
15a 1.51 
2.5 (1 12.501 
3.5 (1 3.5 (1 


Bright stocks, 160 vis. at 210 No. 8 color 
0 to 10 p.p 24 (1 24 (1 
15 to 25 p.p 23.5 (1 23.5 (1 
30 to 40 p.p 21.5 (1 21.5 (1 
E filtered Cyl. Stock 5.51 15.501 
Note: To obtain prices delivered in Chicago, add 
0.25c per ga 


Natural Gasoline 


Group 3 & Breckenridge prices are to blenders on 
freight basis shown below. Shipments may originate 


in any Mid-Continent manufacturing district 


FOB GROUP 3 


Grade 26-79 $5 (Otns $.125-3.375 (Sales 
FOB BRECKENRIDGE 
Grade 26-70 p $.125 (Otns 3 (Sales 


CALIFORNIA FOB plants in Los Angeles basin 
21 pound vapor pressure for 


blending 4.75-5 .375 (2 4.75-5.375 (2 








Naphtha 
Prices in Effect 
FOB Group 5 


Stoddard solvent 
Cleaners’ naphtha 
V. M.& P. naphtha 
Mineral spirits 
Rubber solvent 
Lacquer diluent 
Benzol Diluent 


WESTERN PENNA. 
Bradford-Warren 
Stoddard Solvent 
Other Districts 


Untreated naphtha 
Stoddard solvent 


OHIO (Ss. O 
V.M.&P 

solvent 
Rubber solvent 


White Crude Seale 
WESTERN PENNA. 
122-124 A.m.p. 
124-126 A.m.p 
OKLAHOMA (Cc 
Semi-retined 


28 AMP min., 
50 kilo bags 


and Solvent 


District 


Aug. 10 Aug. 3 
6.625 6.625 
7.125 125 
7.125 7.125 
6.125 6.125 
7.125 7.125 

7.375-— 8.125 7.375-— 8.125 
7.875- 8.625 T7.875- 8.625 
7.501 7.9 (1 

19 -/9 

’  s 9 7 95 9 95 

~? ‘ oo? ‘ -~) oo 


quotations 
naphtha, D.C 


white, 


No Price 


for statewide 


10 
9 


Wax 


Bb 


is. C.L 
1 25 
4.25 


L., FOB Refinery 


132-134 AMP, bbls 5.25 (1 
CHICAGO FOB Chicago district refine 
refiner, in bags, carloads. Carloads 
less Melting points are EMP (ASTM 


add 3° to convert into AMP.) 





delivery 
naphtha, Varnolene & Sohio 


10 
9 


-~> 
tots 


No Price 


Sts | 


ry of one 


slabs loose 0.4 


methods 


Fully -efined 
122-124 (bags only 5.6 >. 6 
125-127 6 6 
127-129 6.25 6.25 
130-132 6.55 6.55 
132-134 6 8 6 8 
135-137 ‘.20 4.00 
Petrolatums 
WESTERN PENNA. Bbls., carloads; tank cars, 
0.5¢ per Ib. less 
Snow White 6.125-— 7.25 6.125- 7.25 
Lily White 5.375- 6.125 5.375=— 6.125 
Cream White 4.375- 5.375 4.375 >. 370 
Light Amber $.375- 3.875 3.375- 3.875 
Amber 3.125 8.625 3.125 3.625 
Red 5 8.5 3 8.5 
. ‘ 7 ° 
Group 3 Freight Rates 
To Division Headquarters Points of 
Standard Oil Co. of Indiana 
Cents Per Gal.) 
Gas Oil 
*Dis- and or 
Gasoline tillate Residual 
Kerosine Fuel Oil Fuel Oil 
Chicago, Hl 2.508 2.508 2.516 
Decatur, Ill 2.244 2.244 2.442 
Joliet, I 2.508 2.508 2.516 
Peoria, Ill 2.310 2.310 2.442 
Quincey, Il 2.178 2.178 2.294 
Indianapolis, Ind 2.640 3.034 3.034 
Evansville, Ind 2.442 2 886 2. 886 
South Bend, Ind $135 3.135 3.330 
Detroit, Mich + 290 $996 3.996 
Grand Rapids, Mich +. 828 $ 828 3.922 
Saginaw, Mich + 290 1.144 1144 
Green Bay, Wis 2.838 2.838 3.182 
Milwaukee, Wis 2.706 2.706 2.738 
La Crosse, Wis 2.574 2.574 2 886 
Minneapolis-St. Paul 2.574 2.574 2. 886 
Duluth, Minn 2.838 2 838 3.256 
Mankato, Minn 2.574 2.574 2. 886 
Des Moines, la 2 0M 2.046 2.294 
Davenport, la 2.310 2.310 2.442 
Mason City, la 2.376 2.376 2.664 
St. Louis, Mo 2.046 2.046 2.072 
Kansas City, Mo 1.518 1.518 1.776 
St. Joseph, Mo 1.518 1.518 1.776 
Fargo, N. D 3.564 4.564 $. 996 
Huron, S. D 5.036 3.036 3.330 
Wichita 
From Ponca City 0.52% 0.528 0.592 
From Tulsa 0.858 0.858 0.962 
From Cushing 0.792 0.792 0.888 


*Not suitable for illuminating purposes 
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(NOTE—Parenthetical figures after prices indicate number of companies quoting when less than three companies are quoting.) 
VOTICE—Owing to great demand, refiners generally limit quotations toe regular customers and refuse bids, though higher, from others. Refiners’ prices 
and sales shown; bids reported in market leads 
| 
Atlantic Coast Tanker Rates 
Prices are of refiners, FOB their refineries & their tanker terminals. & of tanker terminal operators Approximate last paid rates, cents per bbl.; 
FOB their terminals)—Prices In Effect Aug. 10 Gulf-N. Atlantic, not East of N. Y.) 
MOTOR GASOLINE Hvy. Crude & Fuel 10 to 19.9 gravity) 48 
is ign ,rude, |. grav. or Lighter) * | 
M 80 O Light ¢ i 30 Light 43 
"39 R ch RII sc 5% Visine 6. ow elalpraienietare 40 | 
M “hg 12-74 Oc 68-7 ee PTR EE eT er eee 40 
iii, a ASTM pe Rs No. 2 Fuel ee Se ne 42 
N.Y. Hart < at zs Pua Ey : Note: 200% surcharge permitled on above rates by 
N_Y. Harb. i ‘A = ber 10 3 > =(1 War Shipping Administralion “‘to cover increased war 
staan arb., barges ae 1 : - ry 11 | time operating expenses.” 
Philadelphia. ||. 92 -9 9.201 
Baltimore 8.95 8.8511 | 
Lo aa ‘3 8.95 8.5(2 
Wilmington, N. C. ,.7 8.8 %.3-8.5(2 i » - 
| Charleston........ 8.7 8 8 $.1-8.4(2 Gulf Coast 
Savannah 8.25 8.75 801 
Jacksonville. ..... $.275- 8.4 8-8. 275(2 Prices for sales made or firm offers reliably reported 
Miami hal Re nee 8.275- 8.4 7.9-8 275 for sales pending in cargoes FOB ship at Gulf, for 
Tampa ere co 8.4 8-8. 275(2 minimum of 20,000 bbls. Prices are by refiners only 
Pensacola. ...... 7) 7.201 6.6 -6.8 to other refiners, export agents, or to large tanker 
nag A see cceees 6.87 7.2% 6.6 -6.8(1 terminal operators at the customary trade specifica- 
ew Orleans... .. 6.25 6.75 tions noted.) 
Portland. ....... 9.5 9.8 
Boston... ee os | | 
ee 9 > 3 7 : ; | Prices In Effect Aug. 10 
| ) etic 
FUEL OLLS Domestic 
KEROSINE Motor Gasoline 
and /or Min. 80 oct. '39 Research, max. 2cc wes 
NO. 1 FUEL No. 3 No. 5 No. 6 lead... ect e eee eens 2.9 
N. Y. Harb ‘ 6.8% 6.7 $1 95-2.10 1a $1.65 60-62 Gravity, Max. 400 e.p. 
N.Y. Harb., barges 6.7 6.6 siecan ins i STM) 5 125- 6 
sree 7 6.8 $2 25(1 $1. 8511 72-74 oct. eaded (AST 5.125- 6 ™ 
Philadelphia. .... 6.9 6.7 $1 981.2 $165 70 oct unleaded 5.26 - 5.75 
Baltimore. ...... 6.9 6.7 ; $1.65 68 oct. “ —- 2 ae 
on ee 6.8 64 6.7(1 $1 .65(2 = = 5.25 5.75 
Wilmington, N.C 6.75 0 oct. 5 
' » N.C. “eget ee eee 3 875- 7 
Charleston... ..... 6.9 $1. 60(2 41-43 w.w. kerosine : 875 4 am 
Savannah. ....... 6.75 $1. 6001 No. 2 fuel ee es 
ne laa desiects rs ES 6.20(1 $1. 6001 Gas Oil—Less than % of 1% sulfur. 
see eee eeees >. slo ° ° 
Tampa:......... 6 75 6 25(2 $133 (1 Below 43 diesel index heme 4 
Pensacola... .... 181 43-47 °° 4 
__.. Sayer 5 4.75 48-52 ea 4 - 
New Orleans... .. 1.25 4.45 3.75 -3.875(2 $1.25 (1 $0 .85(1 53-57 : . . oy 
Portland » ie > ee pe 58 & above diesel index ; ; 4.25 
ee 7 6.8 6. 8(2 $2. 25 (1 $1.65(2 : : . . ec 
ae. 69 67 6719 $1.95 (2 $1.65 Diesel Oil, ship's bunkers (ex-lighterage) $1 99 $1 68 
Providence... .... 6.9 6.7 6.7 $1.90 $1.95 $1 65 —— $0 ah 7” 
anne x y : unker cargoes ad 
a) This price is for a straight-run, low pour test No. 5 fuel 
Bunker C Fuel Diesel Oil Gas House Export 
hips’ bunkers Ships’ bunkers Diesel Oil Gas Oil | Motor Gasoline 
(Ex Lighterage) Ex Lighterage Shore Plants 28-34 Gravity | 60-62 Gravity, Max. 400 e.p. 
a Y. Harbor... $1.65 $2.78 6.7-6.8(2 6.8(2 | 72-74 oct. leaded (ASTM) 5.125- 6 
Albany... . awk as $1.85 (1 $2.98(1 6.8(2 7(1 } 70 oct. unleaded 2 5.25 -— 5.75 
Philadelphia... ... $1.65 2.78 68 oct ee §.25 — 5.5 
Baltimore. ...... $1.65 $2.78 6.7(1 6.7(1 65 oct. $.25 - 5.75 
Norfolk. ......... $1.65 2 78 6.7(1 6.7(1 60 oct " Ss 
Charleston ee $1.60 2 78(2 6.7(1 6.71 | 41-43 w.w. kerosine $3 .875- 4 375 
Savannah. ...... $1. 60(1 $2. 62.1 
qucmeenvilie. tte $2.62(2 Gas Oil—Less than 4% of 1% sulfur 
a $2 .62(2 2 : se . 
New Orleans... .. $1 55 2 8. 751 8. 75(1 | ss _ = = “= : 
Portland. ........ $2. 88(2 6 .6(1 6.901 48-52 
Boston... .... $2 78 6 712 6 R12 7 3 eeews Kom 
> videne o =a/e wend rd-0 f . 
Providence $2. 78(2 6 71 6.801 58 & above diesel index 
y 
Wax 
Melting points are AMP, 3° higher than EMP Jo oific Ky 
Prices are FOB refinery and do not include bag, freight I ac ific Export 7 
or export differentials). Quotations at seaboard, Los Angeles, cargo lots MID-CONTINENT LUBES 
Prices in Effect Aug. 10 except where otherwise noted.) 
New Orleans N. ¥. N. Y¥. Prices In Effect Aug. 10 Aug. 3 At Gulf: in packages, FAS.; in bulk, FOB terminals) { 
Crude Scale: Export Domestic Export sT5e blend, 70 N rice ’riee 
, &¢ p mend, « oct o Price No Priee a oe s Tang wv 
124-6 Yellow. 4.25(1) 4.25(1 390 e.p. blend, 68 oct No Price No Price Prices in EMect Aug. 1° 
122-4 White. 7 25 495 390 e.p. blend, 66 oct No Price No Price a 
124-6 White. 4.25 (1 135 +33 400 e.p. blend, 65 oct ee — 
rin No Price No Price 200 vis. D 210 bet ee Pe - 
Fully Refined: U. S. Motor, under stock 34-35 (2 8.8(2 
123-5 5.2 (1) 3.2(2) 5.2 (1) e-abgeet.. wk a = 150 vis. D 210. brt | 
on. e @ >the < dss ATi} grav., W.W ero., i = s o > > 
125 ee 5 2 (1) > 2 (2) 5 2 (1) 150 fire point No: Pos No Price stock 0-10 p.p x0 31 (2 24 8 (2) 
128-30. 5.6 (1) >.6 >.6 (1) es 10-25 p.p . °9. 5 (1 4.3(1) 
on. 90 he egy i 41-43 grav., w.w. kero No Price No Price 
130-32 5.85 (1) >. 85 (2 2.85 (1) = » 
on & = _ » 44-grav. w.w. kero No Price No Price 100 s. D 210 brt 
133-5 6.15 (1) 6.15 6.15 (1) oie ar a > > vi ~ . : | 
ij 135-7 6 4(1) we Diesel fuel, 24 & above No Prive No Price stock 0-10 p.p 29 5 (1) 24.3 (1) | 
ad ( 6 (a) 6 4(1) Diesel fuel, under 24 No Price No Price 10-25 p.p ae 29 (1 23 BCL) | 
30-34 grav. diesel (gas 
oil) Pac. Spec. 200 No Price No Price 200 via, No. 3 col. neutral | 
Grade C fuel, Pac 0-10 pop 22 (1 16 Bl 
Spec. 400 No Price No Price | 
In Ship's Bunkers, or deep fank lols } 
Diesel fuel, Pac. Spec | 
200 oe $1.40 -$1.45 $1.40 $1.45 
Grade C fuel, Pac. 
| Spec. 400 $0 825-$0 85 $0 825 $0 85 } 
< } 
| Naphtha 
| > Pew . 
Iriees in Effect Aug. 10 , sige Gow: @ a ear & | 
| , > P 375-400 ep. lend, | 
} } Sara rs neral 65 oct. & abeve No Price Ne Price 
— sperste 400 e.p. blend, under 
New York Harbor. ... 11 (2) 10 65 oct. . No Price No Price 
} Philadelphia district. . 11 (2) 10 U. 5S. Motor No Price No Price 
Baltimore. ........ 10.5 (2) 9.5 40-43 grav. w.w. kero., 
Boston Rak aeeasterne 11.5 (2) 10.5 150 fire point No Price No Price 
Providence. ....... 11.5 (1) 10.5 (2) Kero., p.w. No Price No Price 
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TANK WAGON PRICES 


Commercial or consumer lank car, lank wagon, dealer, and service stalion prices for gasoline do not include taxes; they do, however, include inspection fees as shown in general 


footnote. 


do not include lares 


Gasoline tazres, shown in separate column, include 1.5c federal, and state tares; 
; kerosine tares where levied are indicated in footnotes. 


Dealer discounts are shown in footnotes. 


also city and county tazes as indicated in footnoles. 


marketing companies at their headquarters offices, bul subject to later correction. 


Kerosine lank wagon prices also 
These prices in effect Aug. 10, 1942 as posted by principa 





S. O. New Jersey 


Atlantic City. N 
Newark, N. J 
Annapolis, Md 
Baltimore, Mid 
Cumberland, Md 
Washington, D. ¢ 
Danville \ ‘ 
Norfolk, Va 
Petersburg, Va 
Richmond, Va 
Roanoke, Va 
Charleston, W Vv: 


Parkersburg, W.Va 


Wheeling, W. Va 
Charlotte, N. ¢ 
Hickory, N. ¢ 

Mi. Airy. N. ¢ 
Raleigh, N. ¢ 
Salisbury. N. ¢ 
Charleston, S. ¢ 
Columbia, S. ¢ 
Spartanburg, S. ¢ 


Newark, N. J 
Baltimore, Md. 
W ashington, D.C 


Fuel Oils—T.W. 


Atlantic City, N 
Newark 
Annapolis Md 
Baltimore 
Washington, D. ¢ 
Norfolk, Va 
Petersburg 
Richmond 
Charlotte, N. ¢ 
Hickory, N. ¢ 
Raleigh 
Charleston, S. ¢ 
Columbia 
Spartanburg 


*Kifective Aug 


Esso (Regular Grade 


12 minimum retail resale 


of 14.2c¢ posted thru New Jersey 


Discounts 
Esso gasoline 
tw 


Kerosine le off 
under contract thru territory 
except 


not necessary 

Jersey 
Naphthas 

at one time 


m 25 to 100 gals 


t.w. 


Newark, 2 


to undivided dealers, 


and 3c on over 100 gals 


2¢ off to contract buyers 


Socony-Vacuum Oil Co., Ine. 


Soceny Mobilgas 


New York City 


Manhattan & Bronx 
Kings & Queens 


Richmond 
Albany, N. Y 


Binghamton, N. ¥ 


Buffalo 
Jamestown, N. Y 


Mi Vernon, N Y 
Y 


Plattsburg 
Rochester, N.Y 
Syracuse, N. Y 
Bridgeport, Conn 
Danbury, Conn 
Hartford, Conn 


New Haven, Conn 


Bangor, Me 
Portland, Me 
Boston, Mass 
Coneord, N. H 
Lancaster, N. H 


Manchester, N. H 


Providence, R. 1 
Burlington, Vt 
Rutland, Vt 


Buffalo, N. Y 
New York City 
Rochester, N. Y 
Syracuse, 
Beston, Mass 


Bridgeport, Conn zs 


Hartford, Conn 
Providence, R. I 





O56 


price for 25 gals 


Baltimore, 
: Washington, 


Consumer Gaso- Kero- 
Tank Dealer line sine 
Wagon T.W. Taxes T.W. 
10.2 10.7 :.5 9 
10 2 10. 7 ‘.3 9 

10.55 3:05 5.5 HH 
9 95 0.45 53.5 0 
i .3 awa SS 89 
10.2 1 7 15 
11.65 2.20. 6.5 8 
10.045 1095 65 1 
10.75 i. 6.35 8 
10.75 2.23 6.3 iz 
11.95 i2.45 6.5 12 
i2.25 iZ.c2 6.5 33 
11055 12005 65 i2 
11055 2.05 6.35 3 
2.4 12.6 l.2. i 
12.65 is.t3 7.2 && 
iz. 0 7.* on 
1185 ic.a2 aio 82 
12.15 226 7.5 & 

10.95 11.45 7.5 
11.8 i2.3 con 
i2.2 300 i. 
Mineral Spirits V.M.&P. 
TW a. 
13 14.5 
15.5 
15.5 Py 
No. No.2 No.3 
94 8.7 
94 8.7 § 
8.95 
9.2 8.7 8 
9 7 ) | y 
yg 4 8.5 8 
9.7 8.7 
9.7 8.7 % 
10 10.1 
y 7 
i 9 8 
8.7 
9 7 
05 


off dealer 
; or more, 
Baltimore city contract 
no discount in state of 
Po buyers taking following quantities 


ce per gal. on 200 gals. or more, 
less than 200 gals. 0.5¢ higher price; 


Regular Grade 


Taxes 


Com. Undiv. Gaseo- 
Dir. line 
rw. 

10 1 6 

ool i) » 

9 7 y 4 i. 
\ 4 1 x 

i rn 5 

«.2 7 . 

1.4 9 5 

101 6 5 

11 > 

10.8 5 

105 

iD > 

10.5 

10 6 l 

10 5 

10.7 2 

1 3 Hy 

9 9 1 

It 4 9 

i2 5 

1.3 8 

10 > 

10.9 1 

i > 

Mineral Spirits V.M.&P. 

s - co F 
12.4 13.6 
il i2 
i3.2 14.4 
14 
12 13 
116.3 17.3 
116.3 t17.3 

ere 13 14 


eltstco— 





price 


New 


2c o 


a ed ed od ed ed edd 


Fl dm G1 Ul de de ae we VIII 
srerorere 


Site Stet 


Mobil- Mobil- 
Kero- fuel heat 
sine Diesel Fuel 


Yard TW TC TW Yard TW 


New York 


Manhat'nh & Broux 7.1 95 9 ri %&.7 
Kings & Queens ¢.8 D9.3 9 7 8.7 
Richmond 7 9 6 69 B85 
Albany i.¢ 9.2 7 9 rg 87 
Binghamton 8 6 10.6 1 4 8.4 9.9 
Buffalo 8.23.3 8 10 8.2 9.7 
Jamestown 8 tw 0.3 €:.:2 9.7 
Mi. Vernon T.- 2% ot 7.0 Bis 
Plattsburg 7.8 9 8 9 6 7.6 9.1 
Rochester 8.4 10.4 7.9 9.9 7.9 9.4 
Syracuse 8.210.2 7.8 98 7.8 9.3 
Conn 
Bridgeport 7.3 9.3 7.2 8.5 
Danbury 7.8 9 8 7.6 8.8 
Hartford 7.4 9.4 oF 7.2 S4 
New Haven 7a O63 9 7 8.6 
Maine 
Bangor 7.6 9.6 7.4 9.4 7.4 8.8 
Portland 7.2 9.6 7 9 7 % 7 
Vass 
Boston 7.3 9.5 69 6.9 7.8 8.7 
NOH 
Concord &$.1 10.1 8.2 9.7 
Lancaster 9.2 11.2 9 210.7 
Manchester 82 10.5 7.9 9.4 
RK. 1 
Providence 7.3 9.3 6.9 8.9 7.1 8.6 


Vermont 


Burlington 7.8 9.8 7.5 9.3 7.3 86.9 
Rutland 8 10 %.7 7.7 9.2 


*Does vot include 1% city sales tax appucable to 
price of gasoline (ex tax). 

tIn steel barrels 

Discounts: Diesel -On t.w. deliveries, 05e for at 
least 400 gals.; le tor full tank track 


Atlantic Refining 
Athentic White Flash Gasoline (Regular Grade 


Commer- Gaso- Kero- 
cial Dealer line sine 
rw. Tew Taxes pe 

Philadelphia Pa 10 
Pittsburgh 10 
Allentown 10.7 
Krie 1 
Scranton tt) 
Altoona 10 
Emporium 10 
Indiana 10 
Uniontown 10 
Harrisburg iD 
een 10 
Dover, Del 

Wilmington, Del 

Boston, Mass 

Springtield Miaass 

Worcester, Vlass 

Fall River Mass 

Hartford, Coon 

New Haven, Conn 
Providence, BR. I 

Atlantic City, N. J 7 
Camden, N. J 10.7 
Trenton, N. J 10 7 
Annapolis, Md 11.05 
Baltimore, Md 10045 
Hagerstown, Mad 1105 
Richmond, Va 11.2 
Wilmington, N. ¢ 115 
Brunswick, Ga 4 
Jacksonville, Fla 10.4 


-! wits 
' 
tororororer 


ebebebedede) 
' 


wis Cettststorstsotstotsots¢istsoes 


ee ee ed ee ed ed ed 
sto om = LI 





ted 


es dd 


115 
Mineral Spirits V.M.&P. 
oo v.7.9 
Philadelphia, Pa 1 2.5 
Lancaster, Pa I: 3 
Pittsburgh, Pa 1: 3 
Fuel Oils—T.W. 
1 2 
Phila., Pa 95 8.7 t 
Allentown, Pa 10 9 ‘ 
Wilmington, Del 9 5 8.7 t 
Springtield, Mass 10 4 9 | ‘ 
Worcester, Miass 10 9 ‘ 
Hartford, Conn 94 > a 

*Does not include le Georgia kerosine tax. 

tMineral Spirits prices also apply to Stoddard 
Solvent; V.M.AP. priees also apply to Light Cleaners 
Naphtha 
Discounts: 

Gasoline to undivided dealers, O0.5c¢ off dealer 
t.w., except Georgia & Florida dealer t.w. and un- 
divided dealer t.w. prices are same. 

Kerosine— Thru Penna. & Delaware, 2c off tw. 
price on t.w. deliveries of 25 gals. or more at one time. 


» 
2 


, 
, 
, 
} 
ry 1 
’ 
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S. O. Ohiott 


*Sohio X-70 Gasoline 


(Regular Grade) 
Con- **Re- 


Gaso- tKero- 
sumer. sel- line 


sine 


T.W. lere [S.S. Taxes T.W. 
Ohio, Statewide.... 12 10 13.5 5.5 a 
Akron oan 2 9.5 12.5 5.5 9 
Cincinnati. eo 9.5 12.5 5.5 9 
Cleveland o as 9.5 12.5 5.5 9 
Columbus a ae 9.5 12.5 5.5 9 
Dayton.. sae. 9.5 12.5 5.5 9 
Marietta 12 9.5 12.58 $.8 9 
Portsmouth a 95 12.58 $.S 9 
Toledo. . 12 9.5 12.5 5.5 9 
Youngstown 12 9.5 12.5 5.5 9 
Aviation Gasoline—Statewide 
Consumer Gasoline 
T.We Taxes 
Sohio Aviation : 14.5 5.5 
Esso Ethyl Aviation 73 Oct. 15.5 5.5 
Esso Ethyl Aviation 80 Oct. 16.5 5.5 
Fsso Ethyl Aviation 91 Oct. 17.5 s.5 
Esso Ethyl Aviation 100 Oct 24.5 5.5 
tNaphtha—T.W. 
State- Lucas 
wide County 
S. K. Solvent. .. 13.5 5 
OR a OU Sa 14.5 25 
V.M.&P. ae ve 14.5 25 
OSS a aE 14.5 25 
Sohio Solvent. . 14.5 25 
Fuel Oile—T. Ww. 1 No. 2 No. 3 No. 4 
Ohio, Statewide... . i “eS 8 7 
eee 10 10 9/5 7.25 
*Renown (third- grade) prices are same as X-70 
unless otherwise noted. 
**Except authorized agents. 
tKerosine prices are ex le state tax. Naphtha 


pric es are ex 1.5c federal & 4c state tax. 
tPrices at company -operated stations. 


+4+Statewide prices are subject to exceptions other 


than those shown. 
Discounts: 

Esso aviation—on contract to hangar 
and resellers, 2c off consumer t.w. 

Fuel oils 


operators 


Statewide prices are for t.w. & drum 


deliveries of 50 gals. or more; prices for deliveries of 


less than 50 gals. are 0.5¢ higher. 

> 

100 gals. and over are 2c less. 

is for full compartment hose dump only. 
Naphthas 


to contract consumers off t.w. 


Cleveland Nos. 1, 
2, and 3 prices are for bulk deliveries of 5 to 99 gals.; 
Cleveland No. 4 price 


prices 


Statewide: 300 to 999 gals., 0.5c; 1000 to 2499 gals., 


0.75e; 2500 to 4999 gals., 
Lucas County: Less than 50 gals., 
50 to 249 gals., 0.5ce; 250 to 499 gals., le; 
over, 1.5e 


S. O. Kentucky 


Crown Gasoline (Regular) 
Standard (Third Grade) 


tNet Dealer line 
Crown Standard Taxes 


Covington, Ky 9.5 8.5 6 
Lexington, Ky 10.5 8.5 6 
Louisville, Ky. 10 9 6 
Paducah, Ky 9 8 6 
Jackson, Miss 10 ) 7 
Vicksburg, Miss 95 85 7 
Birmingham, Ala 10 9 *8 
Mobile, Ala 9 7 “9 
Montgomery, Ala.. 10 Q *9 
Atlanta, Gia 13.9 7 
Augusta, (ia 13.9 7 
Macon, Ga 13.9 7 
Savannah, Ga 12.9 7 
Jacksonville, Fla 12.9 8 
Miami, Fla i2.9 8 
Pensacola, Fla 9 8 *9 
Tampa, Fla 12.9 8 


VQuUcweucsvvenwunuunuanw 


le; 5000 or more gals., 1.5c. 
tank wagon price; 
500 gals. or 


Kero- 
sine 


T.W. 


= 
vow 


* * 
o=— 
co- 


= 
rr 


10.4 


“Taxes: In tax column are included shone city and 


county gasoline taxes: Mobile, 2c eity; 


Birmingham, 


le city; Montgomery, le city and le county; Pensacola, 


le city. Georgia and Montgomery, Ala. 
kerosine tax, Mississippi 0.5e, 
prices 


have le 
not included in above 


{Consumer t.w. prices are same as net dealer prices 


S. O. Indiana 


Red Crown (Regular Grade) 
Blue Crown (Third Grade) 


Dealer Prices 


Kero- 


Red 
Crown —————~ Gaso- 
Cons. Red Blue line sine 


T.W Crown Crown Taxes T.W. 


Chicago, Ill 10.9 8.9 8.4 
Decatur, Ill ree 7.2 wan 
Joliet, Ill. ... . 11.9 9.6 8.5 


(Continued on next page) 


10.3 
9.5 
10.3 





Above prices include these inspe ection fees on both gasoline and kerosine unless otherwise specified, per gallon: 
Alabama 1 /40c on gasoline, | /2c on kerosine; Arkansas | /20c; 
bbie.; Kansas 1 /S0c; Louisiana 1 /32c 


2 /25e; Seuth ( ‘arolina 1 8c; 


; Minnesota 7 /2 
South Dakota 1 


20c 


>; Missouri 1 /50c: Nebraska 3 100c; 
: Tennessee 2/S5c: and Wisconsin 3 /100c 


Florida 1 /8c; Illinois 3 /100c; 


Kerosine inspection fees only: lowa 3 /S0c; Michigan 1 /Se per gal 


Nevada, gasoime 1 /20c; 





- —_ 


Indiana | /Sc in lots of 25 bbls. or less, 2/25c im lots of more 
North Carolina 1 /4c; 


North Dakota 1 /20c; 


than 24 
Oklohoma 





























TANK WAGON PRICES 


Commercial or consumer lank car, tank wagon, dealer, and service station prices for gasoline do not include taxes: they do, however, include inspection 


footnote. Gasoline tares, shown in separate column, include 


do not include tares: kerosine tares where levied are indicated in footnotes 


L.5e¢ federal, and state ltares: also cilv and county tares as indicated in footnole 


Dealer discounts are shown in footnotes 


fees as shown tin genera 
Kerosine lank wagon prices also 


These prices in effect Aug. 10, 1912 as posted by 


principal marketing companies at their headquarters offices, but subject to later correction 





S. O. Indiana (Cont'd) 


Red Crown (Regular Grade) 
Blue Crown (Third Grade) 
Dealer Prices 
Red 
Crown 
Cons. Red Blue 
T.W. Crown Crown Taxes T.W. 


(raso- hero- 








Peoria, Hl 10.7 9 2 9 1 4.5 10.1 
Quincey, Tl 8.9 7.9 7.9 ‘5 10 

Indianapolis, [nd 11.6 9.7 9 6 2.2 9.8 
Evansville, Ind 11.4 9.9 7.9 9 6 
South Bend, [nd 12 10.2 «10 >.5 “10.2 
Detroit, Mich 114 9 9 9.4 15 9 6 
Grand Rapids, Mich 9 6 ae | 8.1 15 9.6 
Saginaw, Mich 1.4 9 9 94 15 9 6 
(ireen Bay, Wis 2 10.7 9 7 55 06 
Milwaukee, Wis l 10.6 10.1 > 10 


La Crosse, Wis 
Minneapolis-St. Paul 
Duluth, Minn 
Mankato, Minn 

Des Moines, La 


l 

12 

12 

11.9 10.4 9 9 
11.9 9 9 $5 
iz.2 3.7 16.2 
11.9 10.4 9.5 
11.4 9.9 9.4 
es 7 
11.7 7 


Davenport, La 10.2 9 > *10.1 
Mason City, Ta 10.2 9 

St. Louis, Mo 03 88 8.6 5 9.8 
Kansas City, Mo 10.4 8.9 7.9 5 9.4 
St. Joseph, Mo 9 9 8 a) 9.4 
Fargo, N. D 12.9 11.4 10.5 5 11.3 
Huron, S. D 12.3 10.8 10.3 5 10:7 
Wichita, Kans 10.3 8.2 6.5 5 % 





Chicago, Hl iS. 7 15 
Milwaukee, Wis 15.9 2.2 
Minneapolis, Minn ia. 7 2.9 
St. Louis, Mo i.2 "4.5 
Kansas City, Mo 14.8 4.5 
Fargo, N. D 16.7 >.2 
Huron, S. D 16.1 5.5 





1 V.M.&P. Sta 
Spirits Naphtha sol 





"Taxes 


(Prices are base 








prices before discounts | 
Chicago 3.3 13% 12.¢ 
Detroit 15.8 15 16.3 
K. C., Mo :s.3 14.3 13.8 | 
St. Louis, Mo is.7 147 i. 
Milwaukee 14.4 54 149 
Minnep'ls 14.2 a..z 13.5 

Fuel Oils T.W. 
Chi ro 

Standard Heater Oil 
1-99 gals g 
100-149 gals 8 
150 gals. & over 7. 


Stanolex 


Fuel Oil No. 1 





> Oi 





1-99 gals 8.5 8 

100-149 gals 7.0 4.0 

150-399 vals 7.5 <3 
100 gals. & over ré 7 | 


Stanolex 


Fuel Oi B | 


Stanolex 
Fuel Oj; A 


1-99 gals 8 8 
100-399 gals 7 a 
100-749 gals 6 6 
750 gals. & over 5.25 5.25 








1-399 gals 6.5 | 
100-999 gals 5.5 

1000 gals. & over 1.5 } 
Other Points Stanolex 

Indianapolis No. I 


1-99 gals 
100 gals. & over 
Detroit 





1-99 gals 7.8 
100 gals. & over 6.8 
Milwaukee 
1-99 gals 8 7 
100 gals. & over re 
Minneapolis 
1-99 gals 8.5 
100 gals. & over oe 
St. Louis 
1-99 gals $3 7.8 
100 gals. & over 7.3 6.8 
Kansas City 
1-99 gals 7.6 
100 gals. & over 6.6 


*Taxes: In gasoline tax column are included these 
city taxes--Kansas City, St. Joseph, and St. Louis, 
le Indiana kerosine and fuel oil prices are ex te 
state tax: lowa kerosine prices are ex 3c state tax 
In naphtha tax column are included L.5e federal tax 
and state taxes. 


S. O. Nebraska 
(Regular Grade) 

Caso- hero- 

line 





PW. Dealer 


Omaha 11 4 8.9 6.5 9 38 
VicCook 10.5 9 4 6.5 9 
Norfolk 11.9 10.4 6.5 10.3 
North Platte 11 9.9 6.5 10 

I 


Scottsbluall 2.4 9.5 6.5 90d 


S. O. Louisiana 


Esso Gasoline (Regular Grade) 











Consumer Kero- 

TFank Dealer sine 

Wagon rw T.W 
New Orleans, La 8.75 9 ) *G 

Suton Rouge, La 8.75 9 a) 9.5 

Alexandria, La 8.75 9.2 5 9.5 
Lafayette, La 9 9.5 > 9 
Lake Charles, La 9 9.5 5 ‘11 
Shreveport, La 8.5 9 5 ‘8 

Knoxville, Tenn 9.5 10 5 ‘z.3 

Memphis, Tenn 90 8.40 ) 10.5 
Chattanooga, Tenn 10.5 1 > | 
Nashville, Tenn 10.5 lI 9 10 

Bristol, Tenn 10.95 11.45 5 13.1 
Little Rock, Ark 9 5 10 10 

*Louisiana kerosine prices are ex lé tax 





Discounts 
lo undivided dealers, 0.5c¢ off dealer 


Hlumble Oil & Refining Co. 


Humble Motor Fuel (Regular Grade) 
Thriftane (Third Grade) 
Hiumble 
Tank Re- 
Wagon tail W: 


Esso Gasoline 


Thriftane Gaso- 
ank Re- line 
Ta 








Dallas, Tex 8.57 1005 > = 
Ft. Worth, Tex 8.5tF 10.5 5.5 
Houston, Tex 8.5 2S > = 
San Antonio, Tex 8.5 >.5 > + 


Kerosine 


Tank Wagon Retail 
Dallas, Tex 7 lI 
Ft. Worth, Tex 7 I 
Houston, Tex 8 11 
San Antonio, Tex 10 


74 Oct. Aviation Gasoline, Clear Tank Car 
FOB Baytown, Tex 8.5 
Po all classes of dealers & consumers 
hLess le allowance to dealers only 
Less | 4c allowance to dealers only 


> 


i TtLess 2c allowance to dealers only 


The Texas Co. 


Casoline—Dealer T.W. Gaso- 








Fire-Chief Indian li 

(Regular) (3rd Grade) Taxes 
Dallas, Tex $5 1 .> 5.5 
Ft. Worth, Tex 8.5 i o.0 
Wichita Falls Tex $.5 1.3 5.5 
Amarillo, Tex 8.5 ie 
Tyler Tex 85 ro 5.5 
Kl Paso, Tex 9.5 8.5 S.5 
San Angelo, Tex 8.5 2 3.9 
Waco, Tex 8 77 se 
Austin, Tex 805 7.9 5. 
Houston, Tex 8.5 1.5 5.5 
San Antonio, Tex $5 7.5 5.5 
Port Arthur, Tex $05 ‘oe oS 


Less le temporary allowance to all dealers 
Less b.5e¢ temporary allowance to all dealers 
h Less 2c temporary allowance to all dealers 


Continental Oil Co. 


N.B. Prices are Continental's “structural” prices 
Prices do not reflect: temporary reductions made to 
meet local competition 

Cor De- 

Bronz-z-7 mand Gaso- Kero- 

(Regular) (3rd Grade) line = sine 





Tank Wagon Taxes T.W. 
Denver, Col 11 10 5.5 l 
Garand Junction, Col 12 ll 5.5 12 
Pueblo, Col 10.5 95 5.5 10.5 
Casper, Wyo i 10.5 oe i2 
Cheyenne, Wyo il 10 5. 11.5 
Billings, Mont IZ2.9 i.e 6.5 la. 
Butte, Mont [3.2 iz .2 6.5 13.5 
Great Falls, Mont 12.5 11.5 6.5 oa 
Helena, Mont 13 i2 6.5 13 
Salt Lake City, Utah a; 12.5 So 14.5 
Boise, Ida 141 3.1 605 16.5 
I'win Falls, Ida 15 6 1t.6 605 17 
Albuquerque, N. M 10.5 9.5 7 10 
Roswell, N. M 10 9 7 9.5 
Santa Fe. N. M 10.5 9.5 i 10 
Ft. Smith, Ark 95 9 25 ri 9&6 
Texarkana, Ark 9 8 5.5 9 
Muskogee, Okla 95 8.5 rf 8.5 
Oklahoma City, Okla 9.5 8.5 7 8.5 
Pulsa, Okla 9.2 8.5 ri 8.5 


Faxes: In gasoline tax column are included thes¢ 
Albuquerque, & Roswell, 0.5c: Santa Fe, 
Ie exas 4c state tax applies within city limits of Tex 
arkana, Ark.: Okla. 5.5¢ state applies within city 
limits of Ft. Smith, Ark 

o consumers & dealers 


city taxes 


S. QO. California 
Standard Gasoline (Regular Grade) 
Flight Gasoline (Third Grade) 





Standard Flight 
Pos- Pos- 
ted Pos- ted Pos- 


Net ted Net 
Tank Re- 


ted Gaso- 


Tank Re- 








Prack tail Truck tail ° 
San Francisco, Cal 10 14 9 12 15 
Los Angeles, Cal 9.3 t3.2 85 <5 15 
Fresno, Cal 11 15 10 13 1.5 
Phoenix, Ariz 12 16 10 13 6.5 
Reno, Nev 12 16 11 14 ao 
Portland, Ore 10.5 14.5 9.3 12.5 6.5 
Seattle, Wash 6.5. 14,5 9.5 2:5 6.5 
Spokane, Wash ee 16.5 4} 14.5 6.5 
Pacoma, Wash 10.5 14.5 9.5 2.5 6.5 


Std. Aviation 73 


Posted Net Kerosine 





Tank Gasoline Tank 

Truck Taxes Truck 
San Francisco, Cal 12.5 1.5 11.5 
Los Ange Cal 12 1.5 10 
Fresno, Cal. ., 13.5 1.5 12.5 
Phoenix, Ariz 14.5 6.5 12.5 
Reno, Nev 14.5 5.5 13.5 
Portland, Ore 13 6.5 13.5 
Seattle, Wash 13 6.5 13.5 
Spokane, Wash 16 6.5 16.5 
Tacoma, Wash 13 6.5 i.9 


Resale & Commercial: T.C. deliveries 0.25c¢ per gal 
off posted net tank truck 

Commercial Retail deliveries, and or tank truck 
deliveries of less than 40 gals., 4c per gal. above posted 
net tank truck price for Standard Aviation and 
Standard Gasoline, and 3c per gal. above posted net 
tank truck for Flight Gasoline, except single deliveries 
of less than 40 gals. to Marine trade only, which are 
billed at posted net tank truck price, 


Canada 
PRICES ON IMPERIAL OIL. LTD. 


Per Imperial Gallon, which is 1.2 U. S. Gallons 


3-Star Imperial Gasoline (Regular Grade) 


i Kero- 

Casoline (,asoline sine 

acOs Taxes T.W 
Hamilton, Ont [7.5 11 18 
Toronto, Ont 7.3 11 18 
Brandon, Man 21 10 23 

Winnipeg, Man 20.5 10 22.5 
Regina, Sask 8 10 20) 

Saskatoon, Sask 20.8 10 22.8 

Edmonton, Alta 8.9 10 20.‘ 
Calgary, Alta 16 10 18 
Vancouver, B. ¢ 15 10 24 

Montreal, Que 17 11 17.5 
St. John, N. B 16.5 13 19 
Halifax, N.S 16.5 13 19 


*Includes 3c Federal, and Provincial taxes. 


To divided & undivided dealers 


Tank Wagon Price Changes 
These changes have been made 
in price tables ) 


Following changes effective Aug. 5 
S. O. New Jersey—Esso Gasoline 
r.w. & dealer down 2.5c at all points 
S. O. New Jersey—Kerosine 
All points down 0.9« 
S. O. New Jersey—Fuel oils 
No. 1 down 0.9c. Nos. 2 & 3 down 1.1 it all 
points shown in table 
Socony-Vacuum—Mobilgas 
aw. & dealer down 2.5c¢ at all points 
Socony-Vacuum—Kerosine 
Yard & t.w. down 0.9c¢ at all points 
Socony-Vacuum—Fuel oils: 
Mobilfuel Diesel t.c. & t.w., Mobilheat Fuel yard 
& t.w. down Il.le at all points 
Atlantic Refining—White Flash Gasoline 
t 


r.w. & dealer a ill Pa. points, dealer at 


ther points down 2.5« 
Atlantic Refining—Kerosine 
All points down 0.9« 
Atlantic Refining—Fuel oils 


No. 1 down 0.9c. Nos. 2 & 3 down 1.le. Nos 
1 & 5 down 0.36c at all points where shown 
n table 
S. O. Louisiana—Esso Gasoline 
Bristol i.w & dealer cut 2.5« 
S. O. Louisiana—Kerosine 
Bristol cut 0.9¢ 





Above prices include these inspection fees on both gasoline and kerosine unless otherwise specified, per gallon 


Alabama | 40c on gasoline, | 2e on kerosine: 
bblis.; Kansas | 50c; Louisiana | 32e: 


» 


Minnesota 7 200c 


Arkansas | 20« 


Florida | 8e: Hlinois 3) L00« 
Missouri | 50c; Nebraska 3 1L00« 


Indiana 1 Se in 
Nevada, gasoline 1 20« 


25c; South Carolina | 8c; South Dakota 1 20c; Tennessee 2 5e; and Wisconsin 3 100¢ 


Kerosine inspection fees only: Lowa 3 50¢; Michigan | 5c per gal 





lots of 25 bbls. or less, 2 25c¢ in lots of more than 25 


North Carolina | te; North Dakota | 20c¢; Oklahoma 





— <a 














NATIONAL PETROLEUM NEV 
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Prices in $ per bbl. of 42 L 


CRUDE OIL PRICES 


’, S. gals. al the well. A. P. 1. gravity. Prices are effective as of 7 a. m. of dates shown 





EASTERN & CENTRAL STATES FIELDS 
PENNSYLVANIA GRADE 
Posted by Jos. Seep Purch. Agency (Mar. 26, '42) 


0 ee eee ere $3.00 
NE NS og Gale Fees tee SSeS 2.65 


Eureka (West Va. eae i , Re ee en $2.59 
Corning, O. (May 27, ’41 : 


Posted by The Pennzoil Co. Mien. 26, °41) 
National Transit y 


Posted by Valvoline Pipe Li es (Mar. 26, °42) 

Bradford (Elk & McKean Counties, (Pa.). 

Warren, Forest, Venango, Clarion & Butler 
Counties, Pa ~ Saran ; eee. 88 

Alleghany, Beaver, Washington & 





SE _ RRR ipa Ur cts ERR EAR are Sindy 2.65 
0 IE ened ae > nee a enn PERE aE ON .$2.59 


Southeastern Ohio... $2.55 

‘Applies to Coc hran, Franklin, Hamilton & Doo- 
little districts; prices in other lower districts range 
down to $2.88 per bbl. at well. 


MICHIGAN 
Posted by Pure Oil Co. (May 27, ‘41 
Midland, Midland County... 
NS 3.6.45 6ic <p crendd Sab enawas sms se sees $1.39 
Posted by Simrall Corp. (May 27, ‘41 
Greendale, Porter, Vernon, Crystal & Wise... .$1.44 
Buckeye, Bentley, Edenville, Beaverton & 
Monitor (sweet crude type .$1.42 


Freeman, Redding, Lincoln & Wint rfie Id. $1.39 


WG CRIN. 5. occ ccc ce ceesecnescws $1.24 
SII 5 oa sarah a eyed ta ew $1.29 


Posted by Sohio Corp. (Mie h. Div. 
raverse crude in Allegan, Kent, Ottawa & Van 
Buren Cos. (June 2, ‘41 5 eh ase ee 
lrenton crude, Monroe Co. (June 2, "41). . $1.39 
Posted by Bay Pipe Line Corp. (May 27, ’41 
Saginaw & Wise $1.44 Buckeye, Bentley & 
Kawkawlin..... $1.42 
Clare $1.11 Adams (June 1, 41)$1.27 





ILLINOIS-INDIANA-KENTUCK Y-OHIO 


Posted by Sohio Corp. (May 21, ‘41) 


Illinois Basin, including Griflin pool......... $1.37 
Carmi, Storms, Ill. area... See 6 
Birk City, Ky. area . : 0 oleae 
Corydon, Ky. area, Henderson eee 
Posted by Ohio Oil Co. (May 21, ‘41 
Illinois Basin : ae , $1.37 
Eastern Ill. & Western Ind..... sk aiasioha ly $1.22 
Posted by Carter Oil Co. (May 21, “41 
Loudon, Fayette Co. Ill. . . $1.37 
Posted by Mohawk Oil Lines, Inc. (May 21, ‘41 
Southern Illinois. . . $1.37 
Posted by Ashk ar" Oil & seem. Co. 
Somerset oil in Ash. Lines, Ky.; (June 19, ‘41 


Big Sandy River. . $1.38 Kentucky River...$1.43 
Posted by f= ee Co. 


Owensboro, Ky. area (May 21, STIR . 0 28 
Posted by S. O. jaca Sept. 1, “41 

Lima, Ohio : Per $1.25 

Cleveland, Lodi & Chatham (Q). areas... . $1.30 


MID-CONTINENT 
OKLAHOMA-KANSAS-NORTH TEXAS 


See below for companies posting and dates 


£ 2 E 
3 SN 3m 
a7, =Z =z 

Gravity v7 D fi 

Below 21 $0 85 $0.75 $0.81 

21-21 .9 87 78 83 

2-22 .9 89 8l 85 
1-23.9 91 84 87 

4-24 9 93 .87 89 

5-25 .9 95 90 91 

26-26 .9 97 93 93 

27.9 99 96 95 

6-28 9 1.01 99 97 

9.99 9 1.03 1.02 99 

0-30 9 1.05 1.05 1.01 

1-31.9 1.07 1.07 1.03 
2.9 1.09 1.09 1.05 
3.9 1.11 1.11 1.07 

-34.9 1.13 Lad 1.09 
5.9 i233 1.15 1.11 

6-36.9 Sry Ry 1.13 
7.9 1.19 1.19 1.15 
3.9 L228 1.21 1.17 

9-39 9 1.23 1.23 1.19 

1) & above 1.25 LZ 1.21 


\bove schedules posted by: 
No. 1: S. O. Indiana May 20, °41 in Okla. & Kans 
Sinelair-Prairie May 20, ‘41 in Okla. & Kans 
ginning with 25-25.9. Continental May 19, ‘41 
Okla. & hans. beginning with Below 29 at $1.01. 
lexaco May 19, in Okla. & hans. beginning with 


28 .9. 


\o. 2: Carter May 20, '41 in Okla. Shell Dee. 5, ‘41 
Okla. & Kans. Magnolia May 21, ‘41 in Okla. 


No. 3: All Dee. 11, “41: Stanolind & Continental 
N. Tex Sinclair-Prairie in N. Central Tex 
Magnolia & Texaco in N. & N. Central Tex. Con- 





TEXAS & NEW MEXICO FIELDS 
Posted by Humble Oil & Refining Co. 
May 21, ‘41, except Panhandle, Tex. July, 9 "41 and W. Central Texas Dec. 11, ‘41 


Texas 


Gulf Miran- Ana- Dick- C 


Coast do huac inson 


Gravity Refugio 





Below 20 $1.08 $1.06 $1.03 $0.98 $0.93 
20-20.9.... 1.10 1.08 1.05 1.00 .95 

1.12 1.10 1.07 1.02 .97 

1.14 1.12 1.09 1.04 99 
23-2 1.16 1.14 Bl 1.06 1.01 
24-24 9. 1.18 1.16 1.13 1.08 1.03 
25 & above ’ nas aS sie 
25-25 .9 1.20 1.18 1.15 1.10 1.05 
26-26.9 . .2e 1.20 Re 1.12 1.07 
27-27 .9. 1.24 1.22 1.19 1.14 1.09 
28-28 9. 1.26 1.24 BS. 1.16 1.11 
29-29 9. 1.28 1.26 1.23 1.18 1.13 
30-309. 1.30 1.28 1.25 1.20 1.15 
31-31.9 1.32 1.30 1.27 1.22 ..ae 
32-32 .9. 1.34 L.32 1.29 1.24 1.19 
33-33 .9. 1.36 1.34 1.22 1.26 1.21 
34-34.9. 1.38 1.36 1.33 1.28 2.23 
35-35 .9.. 1.40 1.38 1.35 1.30 i.e 
36-36 ..9. 1.42 1.40 L .37 1.32 1.27 
37-37 .9 1.44 1.42 1.39 1.34 1.29 
38-38 .9. 1.46 1.44 1.41 1.36 1.31 
39-39 9, 1.48 1.46 1.43 1.38 1.33 
40 & above’ 1.50 1.48 1.45 1.40 1.35 


Refugio: Includes crude purchased in East White Point, 


Saxet, Taft, & Tom O'Connor fields. 


Texas Gulf Coast: Includes crude purchased in Amelia, Clear Lake, 


East West Pan- 


tentral Central handle, W. Texas & Hawkins 


Texas Texas Texas New Mex. Texas 
$0.73 $0.70 $0.80 
75 72 .82 
77 74 84 
79 76 86 
81 .78 88 
83 80 90 
; aoe ae .92 
$0.97 $0.91 85 82 
99 93 87 4 
1.01 95 .89 86 
1.03 97 91 88 
1.05 99 .93 90 
1.07 1.01 95 92 
1.09 1.03 97 o4 
1.11 1.05 99 96 
Lae 1.07 1.01 98 
1.15 1.09 1.03 1.00 
Bey 1.11 1.05 1.02 
1.19 1.33 1.07 1.04 
1.21 1.85 1.09 1.06 
1.23 1.17 1.11 1.08 
1.25 1.19 1.13 1.10 
Roe 1.2 1.a3 1.12 : 
Greta, Melon Creek, O’Connor-McFaddin, Plymouth, 


roose Creek, Hastings, Magnet, Mykawa, 


Mykawa New, Raccoon Bend, South Thompsons, Sugarland, Ahearn & Webster fields. 
Mirando: Includes crude purchased in Blanchard, Bridwell, Colorado, Comitas, Eagle Hill, Escobas, Fitzsimmons, 


len, Government Wells (North & South), Heyser, Hoffman, 


Valley, Placedo, Randado, Sarnosa, & Tesoro fields 


Kelsey, Kohler, Loma Novia, Lundell, Manilla, Mirando 


Anahuae: Includes c a“ purchased in Anahuac, Angleton, Cedar Point, Fishers’ Reef, Hull, (Old & New), Pierce 


Junction, Red Fish Reef, Turtle Bay fields 
Dickinson: Includes c .%, purchased in Dickinson, 


Gilloe 


k, Hardin, League City, & Rowan fields 


East Central Texas: Includes crude purchased in Anderson, Cherokee, Limestone, & Navarro Counties, and 


Navarro Crossing field. 
West Central Texas: Includes crude purchased in 


Brown, 


Jones, Shackelford, Stephens, & Throckmorton Counties. 
Panhandle, Texas: Includes crude purchased in Carson, Gray, Hutchinson & Wheeler Counties 
est Texas & New Mexico: Includes crude purchased in Andrews, Crane, Crockett, Ketor, Gaines, Glasscock, 
Texas; Lea County, N 
Hawkins: Includes crude purchased in Hawkins Field, Wood County, Texas 


Howard, Reagan, Upton, Winkler, & Yoakum Counties, 


Conroe $1.43 Fast Texas & Flag Lake $l 
Tomball 1.40 Flour Bluff, E. Flour Bluff l 

an 1.08 Salt Flat, N. Salt Flat 1 
Taleo 0.79 Darst Creek, Hilbig, Carroll. | 


MAGNOLIA PETROLEUM CO. 

May 21, “41) 
Panhandle, Tex.—(July 9, ‘41 Same as Humble 
except Magnolia begins with below 29 at $0.91. 
West Texas——In Crane, Upton, Howard, Glasscock, 
Mitchell, Winkler, Cochran, Hockley, Yoakum & 
Gaines Cos., and in Pecos & Andrews Cos. beginning 
Apr. 1, °42-—Same as Humble except Magnolia begins 
with Below 25 at $0.80. 
N. Mexico—In Lea Co-Same as Humble except 
Magnolia begins with Below 25 at $0.88 & ends with 
36 & above at $1.04 
Cass & Panola Cos., Tex.—Below 25 at $0.88, plus 
2c per degree of gravity to 40 & above at $1.20. 
Mirando, Tex. Same as Humble. 
East Texas $1.25 Lytton Springs. $1.17 
Darst Creek 1.14 Cleveland-Liberty 
Luling 1.05 
Taleo 79 





1 26 
Tomball... <os 


SINCLAIR-PRAIRIE OIL MARKETING CO. 


Texas Panhandle—( May 23, '41)—Same as Humble 
except Sinclair-Prairie begins with Below 25 at $0.83. 
West Texas & New Mexico—(May 30, '41)-—Same 
as Humble except  Sinclair-Prairie begins with Below 
25 at $0.80. 
Texas Gulf Coast May 21, ‘41 Same as Humble. 
Mexia District, Texas--(May 30, ‘41 Same as 
Humble, East Central Texas, except Sinclair-Prairie 
also posts Below 25 at $0.95 
East Texas May 21, ‘41 
Long Lake, Texas May 21, *41) $1.23 
Chapel Hill Gockinanen t ‘ ‘o.) Tex.: 
Below 50 grav. (Jan 20, '42)..... $1.18 
50 grav. & above (Feb. 2, '42) oe $1.25 


STANOLIND OIL Pt _ HASING CO. 
ay 21,’ 

Clinton, Tex.—Same as ae Tex. Gulf Coast 
except Stanolind begins with Below 21 at $1.08. 
Fairbanks, N. Houston & Rosslyn, Tex. Same 
as Humble Dickinson schedule. 
Lake Creek, Tex. Apr. 9, °42)—-Same as Humble 
Tex. Gulf Coast except Stanolind begins with Below 
21 at $1.08 
KE. Texas. $1.25 Satsuma & Tomball, Tex. .$1 40 
Eureka Heights (Harris Co Aug 42 $1.15 


STANOLIND OIL & GAS CO. 





May 21, ‘41 
W. Beaumont & Spindletop (Jefferson Co., Tex 
& Highland Island (Galveston Co., Tex Same as 
Humble Tex. Gulf Coast 
Hendrick & Henderson (Winkler Co., Tex Same 


as Humble West Texas except Stanolind begins with 
Below 26 at $0.82 

Jay Welder (Calhoun Co., Tex. Nov. 14, °41-- Same 
as Humble Anahuac 

Spencer & Pyote (Ward Co., Tex June 8, °42 
Same as Humble W. Texas 


Callahan, Comanche, Eastland, Fisher, Haskell, 





25 Clark, Zoboroski $1.14 
$3 Alice, Benavides (N. Sweden), Sun 1.35 
14 Ben Bolt, Clark-Muil, Tom Graham. | 35 
14 Yates (Pecos 0.95 

La Rosa 1.33 


THE TEXAS CO. 
May 21 ‘41) 





Panhandle, Tex.Same as Humble except Texaco 
gins with 34-34.9 at $1.03 

W. Texas & Lea Co., N. M.—Same as Humble 
except Texaco posts $0.78 for 23.9 & below and ends 
with 36 & above at $1.04. 

Texas Gulf Coast-—-Same as Humble except Texaco 
ends with 34 & above at $1.36 

Duval, Mirando, Tex. Same as Humble Mirando 
except Texaco ends with 28-28.9 at $1.21 

Refugio, Tex.— Same as Humble except Texaco ends 
with 28-28 .9 at $1.26 


Fast Texas $1.25 Conroe, Tex. $1.43 
Darst Creek, Tex.$1.14 Hockley & Coch- 
ran Cos., Tex 87 


SHELL OIL CO., INC. 
May 20, 41) 
West Texas & Lea Co., N. M.—Same as Humble 
except Shell ends with 36 & above at $1.04. 


Fisher Co., Tex. Dec. 11, '41)--Same as Humble 
W. Central Texas except Shell begins with Below 25 
at $0.89. 


Kast Texas ‘ $1.25 
Livingston field, Polk Co., Tex. $1.25 
Pecos Co., Texas, (except Yates Shallow Pool) 95 
Pecos Co., Tex., Yates Shallow Pool , 82 


Mercy field, San Jacinto Co., Tex. (Feb. 27, "42 1.25 


CONTINENTAL OIL CO. 
Carson & Hutchinson Cos., Tex.—(July 9, “41) 
Same as Humble Panhandle except Continents al be “gins 
with Below 29 at $0.91. 
Mirando, Tex.-—(July 1, '41--Same as Humble 
Wade City & Clara Driscoll, Tex.-(July 1, ‘41 
Same as Humble Refugio. 
Alfred & Magnolia City, Tex. May 21, *41), $1.35 
Eddy Co., N.M. May 30, ‘41 Same as Humble 
N. M. sc hedule exe pt Continental begins with Below 
29 at $0.88 





PAN AMERICAN gen CTION CO. 
May 21, ’41 
Hastings & 5S. MP ioc Tex. Same as Humble 
Tex. Gulf Coast except Pan Am. begins with Below 
21 at $1.08 
Gillock, Vex. Same as Humble Dickinson except 
Pan Am. begins with Below 21 at $0.95. 


inental, Magnolia & Sineclair-Prairie schedules Magnolia Sealey South (Ward Co., Tex June East Texas $1.25 

gin with Below 29 at $0.97. Texaco schedule begins 8, °42——Same as Humble W. Texas except Stanolind Cayuga, Tex. 90 

th 28-28.9 ends with 36 & above at $1.04 Goodrich, Tex. (Dec. 1, “41 1.20 
Z — a 
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UST 12, 1942 

















Prices in $ per bbl. of 42 U.S. gals. al the well 1. P. 7. gravity. Prices are effectiv: as of 7 a.m. of dates shown 


| CRUDE OIL PRICES — — wl 





CALIFORNIA 


Posted by S. O. California, May 23. 1941 














All gra ies abor those quoted lake highest pris offered in thal tield | 
a. 
z 3 sts 
= = : m2 
& e - 3 : . s = ee % 
=¢§ : 2 <« 5 Fy = : = % > > s5- 
= 3 > c . - | . 1‘ ss = bd ~ - > — 
=e ’ 5s x = 1s & = 22 & 3 £. 2 2 < ast: = 5 
= = P 4 = se a 2 rs S's 4 ws : : = o = .g = a 
au ‘s e & Sf - 5& §& g¢ * =~= = ae § . e sSs> = = 
ec = t - =: = a2 ts - = =~" < +a se 86 & s  Euc > = 
| 7 lCUS : ss. 7 ge ss & : £22 & t= ft Et = sit Ff : 
Gravity no 2 = t Sa «= 8) <@ & & Bat « s= tH «USB S > fe | 5 (sravity 
14-14.9 $0 68 $0.7! $0 70 $0.70 $0.70 $0.70 $0.72 $0 73 $0. 73 $0.73 14-14.9 
15-15.9 7l 7> $0.76 w2 iz ra | re. re, 73 73 15-15.9 
16-169 74 $0.79 ‘9 79 aa 74 re re 72 re 7) 73 16-16.° 
17-17.9 78 $2 #2 32 77 6 78 72 75 73 17-17 .9 
18-18.9 $0 80 $2 86 BO 85 80 9 #2 <4 7% 81 73 18-189 | 
19-19 9 84 86 90 89 88 85 83 $2 85 77 $0.73 81 84 75 19-19 9 | 
20-209 88 90 94 93 9? 88 86 85 89 #0 76 85 87 rw 20-20 9 
21-21 .9 9? 91 98 96 95 9] 89 89 92 #1 TO 90 90 80 21-21 .9 
[3.23 6 96 Of 1.02 $0 88 99 98 95 93 93 96 87 ; 94 93 $3 2-22 9 
9 1.00 1 02 1.05 9? 1.02 1.0) 98 97 08 100 9] 87 99 96 86 23-23 9 
9 1.08 106 1.07 97 105 t.04 Lol 1.01 1.02 1.03 91 $0.99 ov) 1.03 99 89 24-24.9 
9 1.07 1.09 110 bol 1.08 1.0 1 ot 1.05 1 06 1.07 98 1.02 O41 1.07 101 92 25-25 .9 
9 'oul 83 112 1.06 1th £10) 1.08 1.09 110 til 1 Ol 1.06 97 1 tl 1 ot 95 26-26. 
9 :- 35 1.15 2S F.0 24 2.3 1 it 1.13 1.15 105 1.10 $1.04 1 Ol 85 1.07 98 27-27 .9 
9 1.18 1.18 Dae 2.8% Do. B.e §. 1.7? 108 | IB) 1.08 1.04 119 110 100 28-28 9 | 
9 1.20 Fe. 119 1.20 1.20 $1017 P.ae «62. Ra t.i2 1.07 '.24 | .i3 1 02 29-29 9 | 
9 1.23 1.24 : 2a 1.22 . 20 Elwood i. to 1.21 1.15 $1.01 $1.09 1 10 1 28 1 16 1 oF 30-30 9 | 
9 1.24 | .2o lerrace 1.19 1.24 1.19 #F.04 :.42 1 it | 06 31-319 
9 1.29 F.o.b. Ship Loe 2.28 2.38 2:07 2:34 1.17 1.09 32-329 } 
9 Pe $1.22 1.27 1.26 8.10 1.97 on 33-330 
9 Kettleman Hills 1 36 } 25 131 1.30 1.13 1.20 113 34-34.9 | 
9 $1.23 1.28 1.35 i.66 1.22 35-35 .9 
9 ).26 1.39 1.19 1.25 36-36. % | 
9 1.29 1.43 1.22 37-37 .9 | 
9 1.47 {.25 18-38 0 | 
9 15 19-39 0 
9 1.53 wow ¢ 
| 
| 


Playa Del Rey: FOB Standard Pipe Line) 20-20.9, $0.80; 21-21.9, $0.84; 22-22.9, $0.87 
Wheeler Ridge: 22-22.9, $0.76; 23-23.9, $0.80; 24-24.9, $0. 
Newhall, Kern River, Kern Front, Mehkittrick & Ke 








14-14.9, $0.75 





LOUISTANA-ARKANSAS LOUISIANA-ARKANSAS (Cont'd ROCKY MOUNTAIN FIELDS 






































| 
ngs : ; 9 
Posted by S. O. Louisiana, May 22. “tl Posted by Shell Oil Co.. Ine, (May 20, “41 | Posted by Stanolind Oil & Gas Co. (May 20. “41 | 
= (,ravity lowa Roanoke Gibson Salt Creek except Tensleep crude Midway A | 
2 = Below 20 $0 99 $0 94 $0 89 Dutton Creek. Wyo 
4 ‘ ; =3: | aa 4 . pe a he | Below 29.$0.96 — 32-32.9. $1.04  36-36.9. $1.12 
- - = & . B25 | 39999 1 Of on o- | 29-29.9 98 = 33-33.9.. 1.06 37-37.9 | 
™ = — e-F sate Soe » > | 10-30 9 1 00 4-349 1.08 18-38 .9 1 16 | 
a2 os 25 "3 "Ss Foil be 1.0% 102 de | $1-31.9 1 o2 5-35 9 110 19-29 9 1 8 | 
* 3 3. =. z eos | 9 1.09 1 O48 a in ‘ sities 10 x ‘ +4 
= -e ~ ~ ao ry = | & 3 e 2 
22 He go Se z¢ z2= | 9 11 106 bor | Ano 
= ‘ Fs 3 3 ‘E22 | 9 1.13 108 1 08 : . 
Ginsiie = - = a = === | 9 11s 110 105 Wyoming: Wyoming: 
| - - Vensl Crud $0 6785 ¢ ( kLight $1.00 | 
10 & Above . $1.08 $1.18 $1.20 $1.30 $1.30 $1.18 | 28.9 ay Ite tO; Penman Rieke. ee a eee aT 
39-399 106 1.16 118 L288 1.28 16 | ».9 1.19 tit 1.09 eeranies Mees 7 Elk Basin ihr | 
38-389 1.04 1.14 1.16 1.26 1.26 1.44 : lol 1.16 oe) ee ie : len. Cal -- 
$7-37.9 102 b12 Lit 124 124 ba 31-319 Cee 2) i slice 
16-36 .9 1:00 2.16 1.12 8.22 4.22 mW | 32-329 125 1 20 | : : : saa 
wu | , > = 4 - ste F ) 
35-359 98 1.08 1.10 1.20 1.20 1.38 | 33-33.9 - 4 - oe ee ee ee | 
34-349 96 1.06 1.08 1.18 1.18 1.36 | 34 & above 1.29 p24 1.19 | EIk Basin Wye a $1 00 | 
33-339 OF LOF 106 1.16 1 16 34 Grass Cree yo., Light 1.00 
12-39 9 92 102 Ot Lit ela 39 lowa schedule includes Black Bayou A White Castl Rock Creek. Wyo i .8S | 
31-31.9 90 100 bo2 Liz tile 300 | ba. fields Lance Creek, Wyo., (July 1,41 112 
$0-30.9 88 98 1 00 110 1.10 2t | 
| 29-29 9 86 06 98 108 1.08 % | Roanoke schedule includes Chalkley. La. field Posted by Continental Oil Co. (May 21. 41 
28-28.9 81 94 96 1.06 1.06 24 OY ; ins ‘Hing < 
9797 Y 82 Q? OL LOL LOt 29 Csibsen schedule include S. Houma. Hester A W : esi — iggy ene eae’ os 
26-269 80 0 92 102 1.02 >) Lake Verret, La. fields Below 29. $0.96 32-32.9. $1.04 36-36.9 $1. Ie 
29-25 .9 78 88 90 100) L000 18 =9-29.9 a 3-53 .9 a .06 band «oD 5. oe 
Relow 3° : ‘ ‘ Tt field, St. M P \ $1 15 10-30 9 1 oo $434.9 1 08 88-38 9 1 16 
Below 25 86 88 98 appytowm Heid, = ane : : 51-31 9 102 2H gr 110 39-399 Loi 
24-24.9 76 88 “5 98 1 16 : with i : er Xk ”) 
23-239 74 to 96 IT 414 Posted by Arkansas Fuel Oil Corp. OX above | 20 | 
22-22 .9 72 8 9 2 Urania, bi M 22 > 
Ti =) a 4. + Seeen lia ay W $1 Canon City A Flo Bie Muddy, Wyo 
| 21-2 7 2 2 mee, Co $105 on | 
| Below 21 o8 80 90 Posted by Continental Oil Co. (May 21 11 Te a ar wes Soa “ gai 
20 9 1 08 matter ' $1 Cat Creek ont 115 Lance Creek vo 
Below 20 1 06 \ ‘tle ee sag a i July 1 a 1) 
Posted July 2, "42 Lake Arthur, La ! Posted by Independent Pipe Lime Co. (Aug. 1, 41 
| Ritchie, La Sept. ol ii I , 
Falls City, Neb. field price $0 90 
Atlanta schedule includes Buckner, Lewisville, Vag Abbeville, La. — : - A . ara d - — cars . ’ 
nolia, Village & Sehuler (Jones Sand), Ark Relow 36 $1 07 37 My Sh OL O30 0 $1 IS _— = ee ee 
6-36 9 1 09 L328 9 : 23 bo A abo 1 
De Sote schedule imeluides Sabine, Fouke. Homer 
Miller co Nebo & Sugar Creek 
: SOL T SASTERN FIELDS 
CANADIAN FIELDS LTHEASTER FIELI 
KRodessa schedule includes Cotton Valley A Shreve ee oe ee ee ee eee Posted by Allied Pipe Line Corp. 
port (Cross Lake) ending with Below 25 at $0.88 ' , pepe Tinsley (Mias.) Crade (Oct. 16. ‘41 
Anse La Butte (Aug. 1, tbh: Caddo (Qet. 15. 1041 Western Ontario (Nov. 6, 1939 “eT aa a a 
24-249 7H 32-329 $90) 
Petrol $2 10 Oil Springs $21 25-25 .9 245 BO 92 
26-26 9 eo sE-34.9 91 
Bunkie schedule inelides ola, Olla. South Olba tes Maile Bien ME (Rake be “A ITT Y R05 <_25 © 96 
Pine Prairie (May 21 12). and University Suton . OR O 295 6-36 O oR 
Rouge) Deep Production (May 22 1 Prices FOB producer's tankas 2999 9 > b-32 9 too 
iO. § 1-44.9 $15 9 $1 79 10-309 yy 18-389 i 02 
| 3 ee | 15-45 9 1.59 96-96 9 1 Sl 1-31 9 4 10-20 9 1 ot 
Darrow schedule ineludes Bayou Mallet. Choctaw ; bd? 13% 16-16. 9 ! 61 x $i 7 1 83 HO A caboery 1 06 
Jeanerette, Lirette, No & So Crowley. Port) Allen 20 16.9 .. ol ti-4¢ 9 1.63 bo 9 18> 
Port Barre, Potash, Roanoke, & St. Martins tlle dance 1 ots 1-48 9 1 6) 9-99 9 1 8 
Th I 19-19 9 1 6 60-609 1 89 Diehens (Miss.) Crude (Dec. lo. tl 
- i 7 pil oe O1-61.9 : 5. 4-21.9 $0) O85 a) $) 84 
— 0-109 Q | 9 62-62 9 93 oa . 
Bie Creek. Doreheat. MehKamie.  Distillates 1-4 9 ‘ | 63-62 9 1 95 »-29 9 y» 9 ’ 
Gate $1.15 re a o | 64 & over 1.97 hi ab so = nae 
Hleaysy Smackover Crude 83 13-13 9 \ ato 17 26-27 .9 9 Oh 
Cotton Valley Distillate (Sept. 1. 41 1 40 Pere ; : 28-28 .9 - 6 V2 
Cotton Valley (Holloway Sand Crude 1.25 Sateen hater Wines (cde kk. aN 29-29 9 9 945 
Lisbon Distillate 1 20 nae See ; 10-309 9 065 
900° Ree. 20 Ib. Reid vip $2.28 11-31 9 ; 9 0 
(Continued nest column ; %0 Ree., 17 Ib. Reid v.p 2.44 above 1 005 
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Address Blind Box Number ads to Nationai 
Petroleum News, 530 Penton Building, 
Cleveland, Ohio, unless otherwise specified. 


Situations Open 


Position Open—Chemical Engineer; Middle West 
ern Oil Company Must he experienced in 
reneral refinery operations, processing and develop- 
ment work; preferably lubricating oil manufacture, 
solvent refining, etc State Education, experience 
expected starting salary and draft status. Box No 


133 


Professional Services 














DESIGNING ENGINEER 


Mechanical or Chemical Engineering edu- 
cation with five or more years experience 
in refinery process and equipment design- 
ing In reply state present employment 
past experience, education, marital status 
and minimum salary expected 


Box 135 


Attorney-at-Lau 
and Trade Mark Practice 


511 Eleventh Street, N.W. 
Washington, D. 








ANTI-KNOCK VALUES 





DETERMINATIONS 





ENGINEERS WANTED 


Petroleum or Chemical Engineers for re- 
finery process control; Midwestern Refinery; 
University Engineering School graduate 
with basic knowledge of fluid flow and 
heat transfer; advancement opportunity; in 
reply state present employment, past ex- 
perience, education, marital status, mini- 
mum salary expected, and recent photo- 
rraph 


Box No. 132 


Chemists and Engineers 
Specialists on Petroleum Products 
961-976 Frelinghuysen Ave., 

N 


Telephone Bigelow 3-4020 














National Petroleum News 


Copyright 1942 by The National 
Petroleum Publishing Co. 


Trade Mark Registered U. S. Patent Office 


Published every Wednesday by 
The National Petroleum Publishing Co. 


WARREN C. PLATT, Editor and Publisher 
V. B. GUTHRIE, Managing Editor 


Member of Audit Bureau of Circulation 
and Associated Business Papers Inc. 


Publication office: 1213 W. Third St., 
Cleveland, Ohio, U. S. A. Telephone, 
CHerry 7672. Cable Address PLATTOIL, 
Cleveland. Cable inquiries are answered 
by mail unless subscriber advances suf- 
ficient funds in American money t 
cover our cable costs. 


NEWS BUREAUS 


New York, 50 W. 50th Street, Telephon 
Columbus 5-1516 and 5-1517. 


Washington, D. C., 1034-36-38 National 
Press Bldg., Telephone, NAtional 3477. 


Tulsa, Okla., 904 World Bldg., Telephone, 
3-7132. 


Los Angeles, 610-A Hillstreet Bldg., Tele- 
phone, VAndike 2845. 


Chicago, 59 E. Van Buren Street, Tele- 
phone, Harrison 5901-2-3. 


Subscription rate $5 per year in United 
States, Mexico and Pan-American Coun- 
tries; $6.50 in Canada and Foreign Coun- 
tries. Current copies 20 cents, except 
special issues; back copies more than 
two months old 30 cents per copy. 











WANTED 
SUPERINTENDENT OF SERVICE by 


Chemical Company employing about 600 
men Location Gulf Coast. Must have 
knowledge and_ preferably experience in 
SAFETY ENGINEERING AND FIRE 
PREVENTION as applied to chemical plant 
and, PERSONNEL AND EMPLOYMENT 
Reply giving education, experience, refer 
ences and salary expected in first letter 


Address Box No. 131 





Acheson Colloids Corp 


American Industries Salvage 








Wanted to Buy 


WANTED TO BUY 4 8 thousand gallon gaso 


line tank, trailer « 


r truck, good condition. Write 





1325 Irving Park Chicago Ilinois or phone 
Mulberry 5454 
WANTED 

Steel Storage Tanks from 5,000 to 25,000 

gallon. Send full details including dimen- 

ion thickness of plate and best price 

f.o.b. cars, for immediate sale 

Brill Equipment Corporation 
183 Varick Street, 
New York, N. Y. 





American Flange 


Badger & Sons Co., 
Bayou State Oil Co 


Blackmer Pump Co 


Buckeye Iron & Brass Works 
Butler Manufacturing Co 


Champion Spark Plug Co 


Crown Can Co 








Classified Rates 


Freedom Oil Co 





| For Sale Wanted to buy, “Help 
| Wanted Business Opportunities,” “Mis 
imeous” classifications, set in type this 
vithout border 15 cents a word 
Minimum charge. $4.00 per insertion. 
Position Wanted 10 cents a word 
Minimum charge $1.50 per insertion 
Advertisements set in spec ial type or 
th border—$5.00 per column inch. 
Copy must reach us not later than Sat 


day preceding date of issue. 

\ll advertisements carried on this page 
re payable in advance. 

oO agency commission or cash discounts 
n classified Advertisements 


General Motors Corp 


International Harvester 
International Metal Hose 








ADVERTISERS’ INDEX 


McDonald Mtg. Co., A. Y 
Mack Trucks, Inc 

Master Electric Co 
Morrison Bros 


National Foam System, Inc 
Neptune Meter Co 


Penna. Grade Crude Oil Assn 

Philadelphia Valve Co 

Phillips Petroleum Co 

Pittsburgh Equitable Meter Co 

Platt’s Oilgram Inside Back Cover 
Pure Oil Co Outside Back Cover 


Reeves Brothers 
Republic Oil Co 3 
Revere Electric Mig. Co 


Shell Oil Co., Tne 


Sinclair Retg o., Tn 
Smith Meter Co 
Socony-Vacuum Oil Co 21 


Standard Steel Works 
Stearns & Co., FE. ¢ 


Sun Oil 0 

lexace Development Corp 

Thiokol Corp 

Timken Detroit Axle Co 7 


Tokheim Oj] Tank Co 


Union Tank Car Co WAS) 
United States Rubber Co 

Universal Oil Products Co 19 
S. Industria! Chemicals, Ine 


Viking Pump Co 85 


Wayne Pump Co 
Wilson & Bennett Mtg. Co 


at 
































































General Horta Barbosa, head of the Na- 
tional Petroleum Council of Brazil, recentls 
made a visit to the Gulf Coast during a 
zeneral inspection tour of U. S. oil produc- 
tion and refining industries. His Houston 
inspection was made in the company of 
P. E. Hurley, acting superintendent of Shell 
Oil Co.'s refinery at Deer Park, and A. H. 
Garrison, Mr. Hurley's assistant. 

General Barbosa was escorted by Tex- 
ico. Officials during his visit to the Port 
\rthur refining center. He also visited the 
Kast Texas oil fields, then went to Dallas 
nd then to the Oklahoma fields. 

The social side of his trip to Texas in- 
luded a journey in a Humble Oil & Re 
fining Co. plane to the famed King Ranch 


in Kleberg County where he was enter- 


tined at the palatial ranch house, Santa 
Certrudas 

General Barbosa is making the inspection 
S. State Depart 


A. Webb, a representative of 


ipon the invitation of U. 
nent and L. 
that department, accompanied him. The 
General is administrator of all oil produc- 


and refining in Brazil 


Open house” at the new Standard Oil 
Co. of Indiana division office building at 
Des Moines, Iowa, brought 2000. visitors 
nto this newest of the company's offices 
Hlost was Division Manager J. W. Hono- 
mich] who assumed his duties on July 1. 
Conger Reynolds, public relations director 
for the company; R. F. Baity, assistant gen- 
eral manager, western division of Indiana 
Standard; and other company executives 
vreeted the guests. 

Congratulatory wires were sent to My 
Honomichl by E. G. Seubert, Chicago, com- 
pany president; H. E. Hanson, Chicago, as- 
sistant general manager of sales; R. F. Me- 
Connell, Chicago general manager of sales: 


ind Amos Ball, Chicago, vice-president in 


charge of sales and member ot the boarc 


of directors. 


Henry D. Schmidt, agent and manager of 
the Port Jeflerson marine terminal of Sin- 
clair Refining Co., has been transferred to 


Sinclair's refinery at Houston, Tex. 


Canadian Department of Munitions and 
Supply announces appointment of four new 
members to the Synthetic Rubber Technical 
They are: Dr. H. B. 

Ontario, 


\dvisorv committee 


Speakman, “Toronto, Research 
Foundation: FE. R. Rowzee, Toronto, Cana 
dian Synthetic Rubber Limited; R. H. 
Boundy, Midland, Mich., Dow Chemica! 
Co.; and Dr. R. V. Yohe, Akron, Ohio, who 


replaces Dr. J. H. Boyd, Jr., also of Akron 


1d 


Edward H. 


New Jersey Standard district manager has 


Gaines, Spartanburg, S. C 


been named South Carolina District 32-( 
district deputy of Lions International. Mr. 
Gaines represented the Spartanburg club at 
the recent convention of Lions Internationa! 


in Toronto, Canada 


A. F. Schoeppel, former chair 
Kansas 


and ViICce-¢ hairman 


Popeka, 
Corporation 
of Interstate Oil Com- 


man of Commission 


pact Commission until his resignation to 
enter the race for governor, has received 
the Republican nomination Ile now taces 
the run-off with Democratic Nominee W. H. 
Burke, a banker-st 


CKlllaqTI 


Ethv| 
reportetd for dutv as 


Edward E. Rothman, Detroit, of 
Gasoline Corp., ha: 
a captain im the Army Air Corps Since 
1939 Capt 


Rothman has been handling 


technical and agricultural advertising pro 


grams for Ethyl 


Bartlesville Okla and 
publi 


R. C. Jopling, 
Washington D. ¢ 
Phillip 


brates his 15th vear with the company thi 


relations vic« 
president of Petroleum Co... cele 
month He is amon ) receiving their 


Phillips 66” bade 


i¢ 


Col. Ernest O. Austin, re 


cently elected to six more vears on th« 


Phompson, 
iv Xas 
1 over two 


Railroad Commissio opponents 


was host to a victory dinner” at a hotel 


here for capital newspaper correspondents 


J. G. Ryan otf Shell Oil Co.'s research 
laboratories, is on leave to. serve with an 
armored field artillery unit of Uncle Sams 


cATTine d ores 


Martin Neilsen has 
Abasand Oils Ltd., Fort 


Canada, according to 


been appointed plant 
superintendent for 
MeMurray Alberta 
Max W. Ball, 
thor of This Fascinating Oil Business 

Mr. Neilsen has been. refinery 
tendent for Gas and Oil Products Ltd. in 


A basand president and au 
superin 


furner Vallev for several vears prior to his 
new connection He will be in immediate 


charg ot Abasand's 
Athab iska oil sands 


production from. the 


, 
including mining, ex 


traction of the oil from. the sands, and. re 
fining Nii Neilsen technical and engi 
neering education was obtained in Denmark 
ind Norway ind he has been in the oil 
business in Canada since 1930 He is a 


member of the Alberta Assn. of Professional 


engineers 


Jack Baumel, Austin, chief petroleum en- 
gineer and director of production for Texas 
Railroad Commission, has been appointed a 
member of Interstate Oil Compact Commis- 
sion’s research and co-ordinating commit- 
Phillips, Okla., com- 
His selection was mad 
by the railroad commission at Gov. Phillips’ 
V. L. Pat- 


ten, Austin, who recently resigned as chief 


tee by Gov. Leon C. 


mission chairman. 
request. Baumel replaces Dr. F. 
supervisor of oil and gas in Texas and 
chairman of the compact committee to be- 


come assistant director of division of re- 


serves, Office of Petroleum Co-ordinator. 


M. H. Hindman, Pennsylvania Refining 
and Harold Dunmire, Valvoline, both of 
Sutler, Pa., 
with their families the last two weeks of 


July at Lake Cananohta, Pa 


spent a joint vacation together 


where the 
enjioved horsebac k riding, SWhimnmimng, mo 


torboating. and fishing. On two fishing 
trips out ot Eri Pa.. thev and their guests 
caught 142. blue pike 75 the first trip a | 


67 the second 


Beale, secretary to E. B. 


research director, has a bot 


Miss Naney 
Swanson, OP 
ready to christen a new 
Beale’ Time, dat 
censored Miss Beale 1S 


tle of champagne 
destrover, — the SS 
and location 
descendant of Charles Carroll, one of signers 
of the Declaration of Independence. Lieut 
Edward F. Beale, USN, for whom the de- 
strover is being named, was Miss Beal 
After service in the Navy 


switched over to. the 


great granduncl 
as a lieutenant, he 
Army, later 


Navy just couldn't name a destrover after 


becoming a general (but the 


an Army officer, so it’s plain “Lieutenant 


Beal 


L. A. Odom, Spartanburg, S. ¢ iobber 
and president of War Emergency Co-opera 
tive Assn t-state truckers’ 


has been named chairman of a three-man 


organization 
naval aviation committee for Spartanburg 
ind vicinity The committee will) work 
with the cadet 


board hi 


naval aviation selection 
yrocuring voung single men for 
] ‘4 


Navy's sky arm It will 


tlso) conduct an intensified publicity cam 


service with the 


paig 


W. G. 
Oil Co 


Willard, Jr., president of Willar 
Spartanburg, S. ¢ has entered 
olficer’s training school, motor transport divi 
sion. Fort Benning, Ga. Mr. Willard con 
tinues as president of the company Tle 
was called into the SETV 1C¢ as aereserve 
officer a few weeks after his election 


president of the Spartanburg Kiwanis Club 











N July 1, OPA Fuel Ration Chief, Joel Dean. told a 

“select few” (about 200 eastern oil executives) at a 
meeting called in Washington, that WPB’s conservation 
order L-70 would be abolished when OPA’s permanent 
coupon gasoline rationing plan went into effect on the 
East Coast. 


This was news of importance to every oil company 
and oil marketer operating in the 17 East Coast states. 


An Oilgram reporter covered this meeting to get the 
news for Oilgram subscribers. He was the only reporter 
there. 


As soon as the L-70 announcement was made the 
Oilgram reporter wired publishing headquarters in 
Cleveland. Later in the day he was asked to leave. 
The OPAers also asked that this important L-70 
news be withheld, despite its importance to all east- 
ern oil marketers and despite the fact it was an- 
nounced to a “select 200.” 


News of the impending abolition of L-70 was at 
the head of the first column—the most prominent 
position—in the July 1 Oilgram. 

The story broke on Monday, was edited, pub- 





Heres How an Ott Story (Sreaks 





lished, and shot into the mail on the same day. Most 
Oilgram subscribers read it in their Oilgram News by 
9:00 o'clock the next morning. 

Alertness in covering and reporting all important oil 
news plus speed in delivering it to subscribers, has made 
Oilgram News the morning paper of oil executives every- 
where. 

You may try Oilgram News absolutely free for 2 full 
weeks without obligation. Simply fill out and mail the 
accompanying coupon. 





Platt's Oilgram 
Sth Floor Penton Bldg. 
Cleveland, Ohio 

Please send me a two weeks’ trial of Oilgram News and 


Oil-Law-Gram. It is understood that this incurs no obliga- 
tion or expense on my part 


Company Name 
Address 
City a State 


My Name 


My Title 
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NATIONAL PETROLEUM NEWS 


“I got what — 
| wanted when 
| switched to Pure” 


in 


“T have been jobbing petroleum products of various sene, motor oils, greases, fuel oils and other products. 


companies for 17 years,’’ says Mr. Lorton. “‘So I “I wanted the kind of support Pure Oil gives its 
knew what I wanted when I took a Pure Oil fran- jobbers—and I got it. I give much of the credit for 
chise eight years ago. my increased business to Pure Oil’s advertising, 
“I wanted more business—and I got it. I’ve had the annual spring farmers meetings held for me 
a nice increase every year so far. by the company, and other Pure Oil cooperation. 
“I wanted more farm business—-and I got it. I ‘In fact, I wanted to ‘Be Sure with Pure!’ And 
now have 372 farm accounts buying gasoline, kero- I got it!” 


Find out what Pure Oil offers job- 
bers and dealers to help them build 
growing businesses. Get the facts 
on a Pure Oil franchise from the 


Pure Oil office nearest you! 


Be sure with Pure 











“THIS YEAR,” says Mr. Lorton, “the chicken farms 
of Darke County will produce about 600,000 broil 


on i market. a ye winter, I ser _ Tune in H.V. Kaltenborn, now 5 times a week, Mondays through Fridays, 
IO Tr er stoves, an this usiness runs unt . bs 
elle miieiine, cassis Matted tee heetene NBC stations. Sponsored for Pure Oil jobbers and dealers. 


and fuel oil. One of these farms is shown here.” 


1942, THE PUR OMPANY 


P=—==~ LORTON -OIL CO. “SS 
DISTRIBUTOR ANSONIA 
NINE STRONG DEALER OUTLETS —all of 
which do “‘a nice all-round job”... keep 


Mr. Lorton’s trucks busy working out of 
the main office and bulk plant shown here. 


le ‘i 
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